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Irrespective of the size, all 10-, 
20-, or 40-day sutures maintain 


apposition in muscle or fascia for “sr b ba 
their predetermined time. of ” Fees A sorption 
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An Entirely New 
Method of Drying 
Clothes 


The Beaver-Vorclone Drying Tumbler is con- 
. structed on entirely different principles. In- 
stead of drying clothes by heating to a. very 

high* temperature, it dries by using large 
, quantities of cool fresh air—in just the same 

way, as the old-fashioned clothes line. Only 
* enough heat is used to nrake the air warm and 
the drying operation speedy. The clothes 
come out of this ‘machine as cool, fresh and 
sweet as if they were dried on a line in the 
sunshine. This reason alone makes it espe- 
cially the drier for the hospital. 


Let us send you full details 






Manufactured in Canada by 


The Beaver Laundry Machinery GCo., Limited 


393 Sorauren Ave. 


Toronto, Ont. 

















McKesson Recording Metabolor 


Price, $250.00 


inhaler, 

clip, a roll of paper, pen, ink, com- 

plete as illustrated, with full instruc- 
tions for use. 


Includes soda lime, 


A Few Facts Concerning 


the New Metabolor— 


A Better Method 


1. The Metabolor record gives a direct reading of 
the volume of oxygen consumed, the tidal respiration 
and the vital capacity. 

2. The tracing shows if the patient relaxes and 
breathes in a manner to give a reliable test or not. 

3. It affords the best means of studying Cheyne- 
Stokes and other unusual respiratory phenomena, 
making a permanent record of the same. 

4. It eliminates “personal interpretation,” stop 
watches and “catch readings,” and records what the 
patient actually does. 


nose 





A Better Equipment 


1, The perforated chart cannot slip, 


therefore its 
scale indicates the time in minutes and tenths and the 
volume in liters and tenths beyond clinical error. 

2. The time movement is propelled by a weight 
attached to the paper itself, thus eliminating the un- 
certainties of springs. 


3. The recording device has no lost motion, is 
simple and sure. 

4. The chart paper is furnished in long rolls printed 
and perforated in exact duplicates. The metabolor 
lever is adjusted accurately to fit the scale on the 


paper. 


Manufactured by: 


TOLEDO TECHNICAL APPLIANCE CO. 


2226 ASHLAND AVE. - 


- TOLEDO, OHIO 
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Kellogg is telling the public 

















the truth about bran 


PHYSICIANS are continually fighting the menace of inferior 
drugs, misrepresented medicines, foods and “cure-alls”’. 
Kellogg, seeking to aid the profession, publishes in every 
advertisement possible, a few pointed paragraphs telling 
the truth about bran. They follow: 





Know the Truth About Bran 


To be effective, bran fiber must go through the various 
digestive processes without submitting to any of them. 
It must pass through the entire alimentary tract without 
its form being changed. 


What happens when a bran food is eaten ? 


After the saliva has acted upon the bran, the latter 
passes through the stomach and into the intestines, where 
| all except the fiber is absorbed. 


In Kellogg’s ALL-BRAN the quantity of fiber is so 
great that it furnishes bulk enough to prevent and 
relieve constipation. 


In a part-bran food, the quantity of fiber is so small 
that there is only a puny amount to do a herculean task. 


Kellogg’s ALL-BRAN brings sure results. DEMAND it. 


Insist on Kellogg’s ALL-BRAN. The results you anticipate 
will be achieved. What is more, it is a delicious cereal 
which patients relish. 

















= lie Made by Kellogg in London, Canada 






































The original ALL-BRAN--ready-to-eat 
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————GEORGE SPARROW & COMPANY—— 


119 Church Street, Toronto, Ont. 


PRODUCTS: “STANDARD” EQUIPMENT for the COOKING and SERVING of FOODS. 


For HOTELS, RESTAURANTS, CLUBS, STEAMBOATS, 


HOSPITALS, Ete. 


CAFETERIA SPECIALISTS 


RANGES SINKS 

BROILERS STOVES 
CANOPIES STEAM TABLES 
TABLES COFFEE URNS 
TRUCKS WATER COOLERS 


LAUNDRY BOILERS 


CO-OPERATION 


Kitchen equipment must meet the most exacting 
requirements, and it is essential that the Architect 
and Owner be advised as to space requirements and 
arrangement of fixtures to assure the best results in 
economy of operation and service. 


We will confer with Architects and Owners and 
submit drawings, showing equipmenit with each con- 
nection required, for use of the Engineers. 

Specifications are submitted to accompany draw- 
ings describing all fixtures in detail. 

Estimates prepared to cover specifications. If the 
equipment has been planned and specification writ- 
ten, we will gladly quote prices on same. 


STEAM COOKERS 

JACKET KETTLES 

MILK COOLERS 

BAKE OVENS 

DISH WASHERS 
LAUNDRY DRYERS 


POTATO PEELERS 
BREAD SLICERS 
MIXING MACHINES 
UTENSILS and TOOLS 


QUALITY 
In . specifying “Standard” Equipment, you are 


assured that the size, type and quality of the fixtures 
will be the same high standard for which we have 
been noted for a quarter of a century. 


Our “Standard” Equipment is of the best design, 
quality and weight of material that can be built, and 


is properly constructed by the most experienced 
mechanics. 

We are selling agents for every Labor-saving 
Device of Proved Merit that is used in preparing 
Foods. 


Send for Catalogue and Price List No. 4 
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Now—Curity gauze 








may be had in 3 forms 


eAn extension of Lewis 
service now makes it 
possible to buy gauze in 
the form most efficient 


for your needs 


“O) 
@ 


OR over 25 years a majority of 

hospitals have been using Curity 
Absorbent Gauze. They have found it 
always of uniformly excellent quality 
—soft, white, unusually absorbent—and 
always economical. 


For the convenience of these hospitals 
—the Lewis Manufacturing Company 
has taken a step forward in the manu- 
facture of gauze for surgical dressings. 


Hospitals where the cutting and prep- 
aration of gauze entails an appreciable 
amount of waste—others which face a 
shortage of nurses or wish to relieve the 
nurse from the duty of cutting dressings 
—can now get Curity Absorbent Gauze 
in two new forms: Curity Ready-Cut 
Gauze and Curity Dressing Rolls. 


Curity Ready-Cut Gauze is the famous 
Curity product cut into the most 
commonly used shapes and sizes for all 
dressings. By themselves—the various 
sizes can be made into gauze dressings, 
sponges, flats, strips, tapes, walling-off 
sponges, etc. Folded arc cotton or 
cellucotton—they can be miaae into pads 


for all types of work. 


Please refer to THE CANADIAN HOSPITAL when 


Curity Dressing Rolls are rolls of 
Curity Gauze, specially folded (in two 
sizes) so that the longitudinal folding is 
done. Just cut the desired length 
from a Dressing Roll, tuck in the ends, 
and the completed dressing is ready. A 
Curity Dressing Roll will serve to make 
any gauze dressing either g in. or 414 in. 
wide—abdominal sponges, tapes, 
wipes, etc. 

It is for each hospital to decide 
whether these new forms of Curity Gauze, 
developed by us entirely in the spirit of 
service, are more efficient for its particular 
needs than the regulation 100 yard bolt. 


Weshall be glad to send you additional 
information, and samples of Curity 
Ready-Cut Gauze and Curity Dressing 
Rolls. Test them and decide which of 
the three forms of Curity Gauze is best 
suited to your specific requirements. 


Lewis Manufacturing Company 
(Division of Kendall Mills, Inc.), 
Walpole, Mass., U.S. A. Canadian Sales 
Agents: Toronto, Ont., H. L. Brown & 
Co., 624 King Street, West; Winnipeg, 
Man., Gibson-Paterson, Ltd., 171 Market 
Street, East; St. John, N.B., R. H. 
Paterson, P. O. Box 143. 





LEWIS MANUFACTURING COMPANY 
WALPOLE, MASS. 


Please send me, free, samples of Curity 
Ready-Cut Gauzeand Cu rity Dressing Rolls. 








writing. 
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So 


NO ESSENTIAL OMITTED 


Quality Garments for your entire 
Hospital Personnel from Superin- 
tendent to Patient 








HOUSE TOR’S Style No. 8500 I 
T BED GOWN ORDERLY’S COAT 


| 
COA 
Style No. 300—Of best quality bleached Standard length, 40 inches, opens down Style No. 700—In either plain white or 
drill, neat lapel collar, pockets and cuffs, back with linen buttons; reinforced with striped, good quality bleached duck. 
as illustrated. Detachable buttons. yoke both front and back. Prices: 3 ockets, collar and cuffs as illustrated. 
Price, $27.00 per dozen. Indian Head unbleached, $12.00 per dozen; Price: Plain white, $21.00 per dozen. 
Trousers to match, $25.50 per dozen. Indian Head bleached, $16.00 per dozen. Striped, $22.50 per dozen. 























| 
| CAN 
| f Md 
| = 
Hy i 
| i 
} 
| 
| 
| 
| 
SURGEON’S COAT aancamners 
Style No. 1700 ’ ERA Ss 
A popatyle, No. 1700 «= NURSE’S OPERATING GOWN one con 
“rounds,” also for clinics and labor- Style No. 3200 : : 
atory use. Made of best quality Full length gown with plain front, neat turn- Of best quality Indian | Head 
bleached duck. Has convertible over collar and full-length sleeves. Closes down bleached. Closes at back with tie 
lapel collar, three pockets and side back with tie tapes, and with long belt stitched tapes, and long belt sewn on front 
openings to permit access to inner on front to tie at back. Made of best quality to tie. Standing: collar and long, 
pockets when coat is buttoned, Indian Head bleached. Can be furnished with comfortable, roomy sleeves. 
| ao cuff on sleeves, detachable —— a which fit closely = easily _ Prices: 
uttons. t loves. Prices: la uffs, 
| Length about 46 inches. Price: $22.00 per AB coagor knitted Pos og $24.00 per Regular ote, TRAE por doen. 
$42.00 per dozen. dozen. Knitted cuffs, $24.00 per dozen. 


MADE IN CANADA BY 
A post-card will bring 


samples of material for 


*’ CORBETT- COWLEY cn 


— Limited catalogue of 
5. 468 King St. W. 314 Notre Dame St. W. NURSES’ 
TORONTO 2 MONTREAL UNIFORMS 
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Victor Stabilized X-Ray 


Timer 


Just as the well known Victor-Kearsley Stabilizer func- 
tions to stabilize the tube current when “line” fluctuations 
occur, so does this new Victor timer (motor operated) 
function to measure exposure periods exactly. This is ac- 
complished by an ingenious governing device which stabi- 
lizes the speed of the motor against even extreme “line” 
fluctuations. For “flash” radiography, it is incomparable 
—the highest milliamperages may be timed perfectly to 
1-20th second, and consistently duplicated. 

The large dial face (9% inch diameter) illuminated with 
pilot light, is easily read from any distance in the room. 
The space of 11% inches between each second on the scale 
represents a total travel of 30 inches in moving the pointer 
over the range of 20 seconds. The first half second is di- 
vided into 1-20th seconds by a special ratchet mechanism; 
when the pointer is moved over this ratchet a definite click 
for each 1-20th second rea is both heard and felt by 
the operator — guesswork is eliminated entirely. 

This instrument of precision will prove invaluable to 
every Roentgen laboratory, being a timely contribution 
especially for the newer techniques involving’ flash ‘radiog- 
raphy of the heart, chest, gastro-intestinal and gall bladder. 


ctor Developments 





bs 





Showing How Rotating Grid Is Inserted 








ee | 





Rear View—Grid in Position 


A Rotating Bucky 
Fluoroscopic Grid 


Every roentgenologist appreciates the enhanced 
definition offered by the Bucky grid in fluoros- 
copy. The rotating grid is another direct aid in 
this work, as with it the operator compensates 
for every change in angular position of the 
screen, so that the lead strips will not cast ex- 
aggerated shadows in the image. Furthermore, 
grid lines tending to confuse the observer by 
superimposing the outline of soft tissue mass, 
may be avoided simply by rotating the grid to 
bring these grid lines at right angles to the 
soft tissue outline. 


Detailed descriptions of these two important developments will be gladly sent upon request. 


VICTOR X-RAY CORPORATION OF CANADA, LTD. 


Branches In: 


MONTREAL: 502 Medical Arts Bldg. 
WINNIPEG: Medical Arts Bldg. 


TORONTO: 2 College Street. 
VANCOUVER: 910 Birks Bldg. 
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Right sterilization principles 
used at Butterworth hospital 











This new Grand Rapids Institution 
is rightly pointed to as a model in its 
equipment and its management. The 
Castle Company is therefore glad to an- 
nounce that Castle sterilizing equipment 
is used in it exclusively. 














It is always a satisfaction to install 
high grade equipment when the local 
problems can be solved with a scientific 
and intelligent cooperation on the part 
of the management. . Such was the case 


at Grand Rapids. 


Castle sterilizers used in the Butter- 
worth Hospital were not the cheapest 
by any means. Their first cost was 
greater, but over a period of years they 
will effect a great saving. 








Sterilization principles illustrated in the Butterworth pictures 


Dressing Sterilization : gree 
ne y Water Sterilization 
Forced air evacuation shortens Fittings designed for convenient 
time required and prevents air eas : 
pockets, and safe sterilization by steam. 


Utensil Sterilization 
Made easy by the first really sat- 
isfactory tray lift. 


Instrument Sterilization 
Cast bronze box insures life time 
service, 


CLAS +t Lf 


Makers of complete line of Sterilizers for Hospitals, Physicians and Laboratories 
WILMOT CASTLE COMPANY, 1202 University Ave., Rochester, N. Y. 
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Officials of Canadian Hospital and Nurses’ 
Associations. 


Alberta Hospital Association. ; 
President, Edgar E. Dutton, Lethbridge. 
Secretary, S. V. Davis, Edmonton. 


British Columbia Hospitals Association. 
President, Dr. G. B. Brown, Nanaimo. 
Secretary, E. S. Withers, Royal Columbian Hospital, New 
Westminster, B.C. 


Canadian Nurses’ Association. 
President, Jean E. Browne, 410 Sherbourne St., 
Toronto, Ont. 
Executive Secretary, Jean S, Wilson, 609 Boyd Bldg., 
Winnipeg Man. 
Manitoba Hospital Association. 
President, H. N. MacNeill, Dauphin. 
Secretary, Dr. D. McIntyre, Winnipeg Municipal Hos- 
pital, Winnipeg. 
Ontario Hospital Association. 
President, Geo. G. Moncrieff, Petrolia. 
Secretary, Dr. F. W. Routley, Ontario Division, Cana- 
dian Red Cross, Toronto. 


Saskatchewan Hospital Association. 
President, H. W. Cookson, Weyburn. 
Secretary, G, E. Patterson, Regina. 


Le! 


New Hospital Regulations 


It has been announced by Hon. Dr. J. M. Uhrich, 
Minister of Public Health, that all Saskatchewan 
hospitals have been divided into two classes under 
new regulations promulgated by the provincial gov- 
ernment. City institutions will in future be known 
as “Class A” and all others as “Class B” hospitals. 

Medical staffs in all hospitals in the province are 
required under the new regulations to meet 
monthly and send a report of their meetings to the 
minister of public health. The basis of discussions 
at he meetings in Class A hospitals is set ont as 
follows: Reviewing the professional work in the 
hospital; reviewing and analysing the clinical ex- 
perience of the staff in the various departments of 
the hospital; the clinical records of patients to be 


the basis for such review and analysis; discussing 
cases ending fatally or unimproved; improving the 
welfare of the patients and hospital; discussing any 
infections or complications which may occur in the 
hospital. 

For Class B hospitals or hospitals where there 
are less than three medical men practising, the staff 
is required to meet with the superintendent or 
matron and the board for discussion. 

All plans and specifications for the construction, 
alteration or extension of a hospital must be sub- 
mitted to the minister of public health before the 
work is begun. 

Under precautions against fire, the regulations 
require every hospital building over two storeys in 
height to be of fireproof construction. Suitable fire 
exits and iron fire escapes must be provided for each 
floor on the outside of every hospital building. In- 
stallation of automatic sprinkler systems is strongly 
recommended. At least one chemical extinguisher 
must be provided on each floor in all hospitals and 
fire drill must be practised at regular intervals by 
hospital staffs. Where water is available a hose 
and standpipe must be provided on each floor. 

All windows, doors and openings to the outside 
air must be screened against flies. All corridors 
must be properly ventilated at each end by doors, 
windows, or fanlights. Storm windows must be 
provided with a sliding panel covering a minimum 
opening of 80 square inches. 

Basements must be watertight and no person 
shall be permitted to sleep in any basement where 
the floor is more than four feet under the level of 
the outside ground. 

Every hospital having an authorised bed capacity 
of 75 beds shall employ at least one fully qualified 
medical intern and an additional intern for every 
75 beds. Every hospital of 75 beds or over must 
employ a qualified dietitian. 

All nurses and hospital employees are required to 
show proof of vaccination against smallpox and also 
to take typhoid vaccine every two years. Those 
showing a positive Schick test shall be given toxoid. 
Those showing a positive Dick test shall be pro- 
tected against scarlet fever. 

A complete business record of all cases admitted 
must be kept by each hospital and monthly reports 
made to the minister of public health. The annual 
audit of hospital books must be made before Jan- 
uary 31 for the preceding year. The grant for any 
hospital may be stopped for non-compliance with 


the regulations. 
m 


The Science of Sanitation 


In one of the lectures included in an extension 
course conducted by Dalhousie University, at Hali- 
fax, Dr. S. H. Prince dwelt at some length on the 
problem of public health. 

He showed from many viewpoints the vital part 
which modern municipal government plays in the 
promoting of health standards and in the safeguard- 
ing of citizens from disease. He pictured the city 
of the future from which had been driven the last 
remnants of those diseases which have been the 
enemies of man throughout the ages. 
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“The real problem of municipal health is no 
longer medical,” said Prof. Prince, “it is sociologi- 
cal. The physical, chemical and biological methods 
of disease prevention, medical science had already 
largely solved. The problem of today is how in the 
midst of a swarming city population to secure the 
co-operation necessary to successful sanitary gov- 
ernance. We have reached the point where small- 
pox, malaria, yellow fever and typhoid are no 
longer diseases. They are crimes. The wide ex- 
tent of tuberculosis and the social diseases are pen- 
alties issuing from societies’ neglect. Inhabitants 
of cities everywhere, with criminal indifference to 
their own power to reduce the death rate, are stand- 
ing by while large numbers are condemned to dis- 
ease and death en masse. The time is coming,” 
said Prof. Prince, “when the test of a civilization 
will be in its freedom from disease.” 

The lecturer proceeded to show by means of sta- 
tistics the greater health risk which attends city 
dwelling over country life, where family health is 
less a neighborhood matter. This is the result of 
density of population and the consequent physical 
arrangements and surroundings. 

Sanitary science has come into being to solve 
the problems created by these urban environments, 
and to safeguard the citizens from deleterious con- 
ditions. Adequate water inspection, food supervi- 
sion, housing regulations, factory legislation, wise 
sewage disposal, school inspection, were among the 
things to which a city must give wise attention. 


LE] 
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Medical Health Officers Organized 


The Saskatchewan Association of Health Offi- 
cials, which has just been formed, may be found 
to prove a very useful organization. The object 
of the association is to promote all phases of health 
in the province, and the membership is open to all 
salaried officials engaged, whether whole or part 
time, in public health work in the province. Be- 
tween 200 and 300 medical health officers in Sas- 
katchewan will be asked to join the organization, 
whilch will also include all groups of public health 
workers, such as nurses, engineers, laboratory 
workers, and veterinary inspectors, employed by 
municipalities. 

Organization of all these groups into one com- 
posite body should do much to help in the fight 
against disease, and should contribute to the cause 
of better health generally. There is nothing like 
tackling health problems in an organized and sys- 
tematic way. The province is already keenly alive 
to the importance of such problems. The hospitals 
and sanitaria throughout Saskatchewan testify to 
this, as does also the keen practical interest shown 
by the Provincial Government, the municipalities, 
and also the citizens at large. 

Saskatchewan is recognized as one of the health- 
iest provinces in Canada, and this is a great point 
in its favor and a found asset to begin with in 
combatting disease. But there is need for constant 
vigilance and unfailing co-operation, and this will 
be supplied in added measure in the associatiot: that 
has just been formed. 
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Salvation Army Plan Chain of Grace 
Hospitals In West 


Down on Ross Flats, at Edmonton, almost on 
the banks of the Saskatchewan river, stands a 
sunny-hearted house of refuge, within the doors of 
which have been welcomed many a forlorn maiden 
who has been comforted and sent on her way re- 
freshed. 

It is a Salvation Army home and is called Grace 
Maternity hospital. It is run on similar lines to 
the home maintained by this same institution in 
Winnipeg, the Grace hospital there, and is the fore- 
runner of a chain of similar hostels which the Sal- 
vation Army plans to maintain throughout the 
West. They will all be called by the same name, 
Grace hospitals. 

The Edmonton Grace hospital was formally 
opened on November 13, 1925, in the brick building 
on Ross Flats formerly tenanted by the children’s 
home, which is loaned from the city for a period of 
five years. By indefatigable work on the part of 
the Army members, money was raised last summer 
to renovate and furnish the home, which work cost 
about $9,000. The provincial government made a 
grant of $4,000 towards this cause. 

Major Lily Bond is the superintendent of the 
hospital and came up here from the Winnipeg Grace 
hospital shortly before Christmas to take charge. 
Other members of the staff are Adjt. Pettigrew, 
Miss Winder, from Winnipeg, Capt. Bessie Maryon 
and Capt. Agnes Walker. 

The hostel has three floors kept with that air of 


immaculate neatness and cleanliness common to 
hospitals. Bright, leaf-brown battleship linoleum 


softens the stair treads and lines the wide corridors 
on each floor. The main floor has the superintend- 
ent’s office, the reception rooms and the quarters 
of the staff as well as the dining room and rest room 
for the patients. 

On bright days, golden sunshine fills every corner 
of the building, flooding in through the daintily 
white-curtained windows to, light up the soft green 
walls of the staff dining room or the spotless white 
of the wards and private rooms. 

Many women’s organizations in the city assist 
in stocking up Grace hospital with the necessities 
of its daily routine. They send in many articles 
of hand sewing, layettes and such like. 

At the trme of writing it is expected that the 
third of these Grace hospitals will be opened in 
Calgary when, on March 24, His Honor Lieut. Gov- 
ernor Egbert, will formally open the hospice in that 
city. Major Lily Bond is planning to go down to 
Calgary for that event as are also Commissioner 
and Mrs. Charles Rich and several other members 
of the Salvation Army here. 





The sternest sum-total of all worldly misfortune 
is Death; nothing more can lie in the cup of human 
woe; yet many men in all ages, have triumphed 
over Death, and led it captive; converted its physi- 
cal victory into a moral victory for themselves, 
into a seal and immortal consecration for all that 
their past life had achieved.—Carlyle. 
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Royal Victoria Montreal Maternity Hospital 


Stevens and Lee Architects 











A few years ago, the Montreal Maternity Hos- 
pital, finding its quarters becoming too crowded to 
properly handle the growitig demands placed upon 
it, approached the Royal Victoria Hospital with re- 
gard to amalgamation. After some months of de- 
liberation, the two institutions united and were in- 
corporated under the name which is used as the 
title for this article. The old Maternity Hospital 
was disposed of, and the Royal Victoria Hospital 
provided a new site on the hill-side of this institu- 
tion’s property. 

Actual construction for this new hospital was 
commenced at the end of March, 1925, and will be 
completed in May, 1926. These dates do not in- 
clude the time expended for excavation for the foun- 
dations and lower floors. This part of the work oc- 
cupied the winter months commencing in the early 
days of December, as practically all of the excava- 
tion was solid rock. In addition to the general 
excavation, a shaft for stairs and elevator was car- 
ried down 24 feet below the sub-ground floor, where 
it connected with a horizontal tunel, some 150 feet 
long, connecting the entrance for public patients, 
out-patients, and general services with communica- 
tion to the main portion of the building via the pre- 
viously mentioned stair and elevator shaft. The 
building accommodates more than 200 patients in 
public and semi-private wards, and private rooms, 
and also rooms for 120 nurses. There are, as well, 
rooms for all the general services, such as kitchen, 








dining-rooms, and storage, an out-patient depart- 
ment, and quarters for 8 interns. 

The entrance for public patients, as noted in the 
previous paragraph, is located at the head of Uni- 
versity St., on the east side of the building and 56 
feet below the entrance for private and semi-pri- 
vate patients, which is located on the west side of 
the building, to which there will be a new drive- 
way provided which will be entered either from 
Pine Ave., or Park Ave. Communication is also 
provided with the Ross Pavillion (private patients) 
by a covered passage-way, connecting the Ist floor 
of the same with the ground floor of this building. 

The lowest or tunnel floor, having the entrance 
previously mentioned, contains only reception 
rooms off the patients’ entrance, and receiving 
rooms for general supplies off the service entrance, 
and a small morgue. Half-way along the tunnel to 
the main elevator and stair-case is an elevator lead- 
ing to the centre of the out-patient department, 
which is in the tunnel wing and runs out to the 
east at right angles to the main building. This out- 
patient wing, while only two storeys high, is of 
sufficient height to provide in between the tunnel 
floor and the out-patient department, a mezzanine 
floor, where storage for general hospital supplies 
and also hospital records and X-Ray films is pro- 
vided for. The out-patient department contains, in 
addition to offices, record rooms, and a large wait- 
ing room; history rooms, dressing-rooms and two 
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large clinics, one for maternity and the other for 
gynaecology. Each of these large clinics contains 
six cubicles for examination purposes. There is 
also a class-room for students, three social service 
rooms and the hospital pharmacy immediately ad- 
joining the large waiting-room. 

Located in the main section of the building and 
also on the sub-ground floor level, are admitting 
and examination rooms for public patients, patients’ 
clothes room, doctors’ coat room and toilet, and 
dressing rooms and toilets for special nurses. There 
is also a husbands’ waiting room and female ser- 
vants’ sitting rooms. 

The ground floor contains students’ coat rocm, 
toilet, two small dormitories, class-room, labora- 
tory, and their own private entrance. The other 
end of the floor contains the general food service 
for the entire building, and dining rooms for the 
staff, nurses and servants. 

On the first floor, there is a large entrance hall, 
waiting and consultation rooms for private patients, 
nurses’ reception 100m:, doctors’ room, general of- 
fices, superintendent’s quarters, X-ray Depart- 
ment. There is accommodation at one end of the 
building for a cancer department with ten beds, and 
at the other end for an isolation department con- 
taining 12 beds, an operating room, and a nursery. 

Second Floor Arrangement. 

The second floor is for public patient maternity 
work, and it has fifty-one beds, two large solaria, a 
large nursery, two delivery rooms, with sterilizing, 
labor and doctors’ rooms adjoining. There are also 
the necessary ward dependencies, such as nurses’ 
stations, sink rooms, linen room, laboratory, toilets, 
baths and servery. 

The third floor has accommodation for thirty-one 
private and semi-private beds for maternity work, 
and also the other general rooms as noted for the 
first floor, including the obstetrical suite. 

The fourth floor has accommodation for forty- 
eight beds in private and semi-private rooms. The 
majority of these are for gynaecology. However, 
as the accommodation required for this work will 
fluctuate, it is expected that anywhere from ten to 
twenty beds on this floor may be required for ma- 
ternity work. A small nursery with its special bathi- 
room has also been provided in addition to the other 
essential service rooms for the patients. 

The fifth floor has accommodation for fifty-two 
beds for public patients in the gynaecology depart- 
ment. On this floor is also located the surgical 
rooms necessary for this work. There is a large 
operating room with an anesthetic room adjoining, 
and in addition there is a surgical amphitheatre 
which accommodates, approximately, one hundred 
students. Sterilizing, utility and instrument rcoms, 
nurses’ work room, doctors’ and interns’ dressing 
rooms and toilets, are also located in this depart- 
ment. 

The sixth and seventh floors are given up to the 
accommodation of the nurses, the great majority of 
whom are in single rooms, although a few rooms 
have been provided with two or three beds. There 
are also sitting rooms on each floor, library, class 
and demonstrating rooms. 

The construction of the building is fire-proof 
throughout. It is of the wall-bearing type and is 
constructed of Montreal limestone, the interior ¢on- 
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struction being of reinforced concrete. The roof 
is covered with “Vermont” thick green slate, with 
a mixture of other colors to give it added interest 
and texture. All wards and patients’ rooms 
throughout the building, and other rooms of similar 
nature, are provided: with gravity exhaust ventil- 
lation. All service rooms, such as operating, sink 
rooms, severies, kitchens, delivery and sterilizing 
rooms, have positive exhaust ventilation, with fans 
located in the towers on the west elevation. There 


“are separate fans for the different groups of rooms. 


The building is heated from the power house, which 
also provides steam for cooking and sterilizing ap- 
paratus and refrigeration for cold storage. This 
power house also gives similar service to all the 
other ‘buildings in the Royal Victoria Hospital. 
There is a wash basin in each patient’s room and 
there are located in the service rooms, plumbing 
fixtures of the very latest design most suitable for 
hospital service. Located either adjoining or close 
to each public or semi-private ward are sub-sink 
rooms, so that the carrying of bed-pans down the 
corridor is eliminated as far as possible, and the 
general service of the patient is thus expedited. 

A most complete and modern nurses’ and doc- 
tors’ call system has been installed. There are call 
buttons located near each bed with bed lights 
where there are two or more in a room. The call 
also indicates over the door of each ward or private 
room and in the nurses’ annunciator at the floor sta- 
tion, two of which are provided on each floor. The 
call is also announced in the main utility rooms and 
serveries with lights and soft-sounding buzzers. 

In conjunction with the nurse call system, there 
is also a doctors’ and nurses’ locating signal. Over 
the doors of each ward or patients’ room is located 
a light fixture containing three bull’s-eye lights of 
different colors, one being for the patients’ call. 
When a nurse enters a room to answer a call, she 
presses a button which lights the second light in 
the corridor and thus indicates any room or ward 
in which nurses are located. The third light is used 
in the same manner as the second but is for the doc- 
tors only. 

Effective Illumination. 

All private rooms are wired for telephone service. 
Each patient room and ward has a special night 
light placed in a box in the partitions and finished 
flush with the plaster and at about 18 inches above 
the floor and is controlled by a separate switch near 
the door. In this way, a nurse can secure, at night, 
sufficient illumination to see her way about the 
room without lighting the ceiling lights, which very 
often, if not fully awaken, at least disturb the 
patients. 

The building is also wired for an electro-cardio- 
graph machine. This machine will be located on 
the first floor, but there are receptacles located at 
convenient positions on the different floors to which 
will be connected a long electric cord and the ap- 
pliance necessary for making contact with the pa- 
tients, so that readings may be taken on the ma- 
chine. In this way the patients will not be unneces- 
sarily disturbed or moved from the wards or rooms. 

Specially designed sterilizing apparatus has been 
installed. Part of this will be a still for producing 
sterile water for surgical purposes and also drink- 
ing water. Fountains have been provided in con- 
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venient positions on the various floors and con- 
nected with a cooling tank to which the water is 
run from the still, so that there will always be a 
ready supply of fresh sterile drinking water. 

One of the most modern innovations that has 
been installed in this new building, is the sound- 
proofing of all noisy rooms or departments, and 
also the acoustical treatment of many of the ceil- 
ings. With regard to the sound-proofing of rooms 
in which objectionable noises originate, which may 
in any way disturb the patients, it has been done 
on the partitions or the ceilings or both, according 
to the location of the nearest patients’ rooms to 
the noisy room. This treatment is a special parti- 
tion erected to absorb all sounds. It has been thor- 
oughly tested and proven that it can be constructed 
so that even violent noises that are likely to origi- 
nate in almost any building cannot be heard in an 
adjoining room. Acoustical treatment has been ap- 
plied to the corridor ceilings on the patients’ floors 
and in other rooms where objectionable noises ori- 
ginate, so that they can be reduced to an absolute 
minimum in the rooms, and thus eliminate the re- 
verberations throughout. the building as much as 
possible. All rooms having this treatment have the 
doors treated with special gaskets to prevent the 
sound travelling through such openings as much 
as possible when the doors are closed. Pipes and 
vent ducts have been wrapped with heavy felt to 
further check the travelling of sounds. 


Fine Elevator Service. 

In addition to the small elevator mentioned in the 
first part of this article, connecting with the out- 
patient department, space has been provided for 
three other elevators connecting with all floors. 
These are dual controlled machines and equipped 
with “Micro Levelling Devices.” 

All service rooms, operating rooms, sink rooms, 
entrance halls, solaria, etc., are finished in terrazzo, 
marble or tile floors. The remaining floors are 
either in linoleum or reinforced rubber tile, there 
being 26,000 feet of this latter flooring in the build- 
ing, and also 4,000 feet of the same material used as 
wainscots in the operating and X-Ray rooms. The 
rubber in this latter room has been specially treated 
to stop the passage of the rays from the rooms. 
The coved base in all rooms except those having 
terrazzo or cement floors, is of black vulcan- 
ized rubber precast and cut into lengths and fitted 
on the job with special cast rounded or coved argle 
joints. All the sink rooms, severies, sterilizing 
rooms, etc., have glazed tile wainscots. The ma- 
jority of the rooms and all the corridors have 
“Keene’s” cement wainscots. The operating and 
delivery rooms have special steam connections to 
which rubber hose is to be attached for thoroughly 
sterilizing the entire room between each case. The 
outlets and valves for this work are in metal cabi- 
nets contained within the partitions. Instrument 
cabinets, blanket warmers, specimen and drying 
closets are built into the walls, wherever necessary 
throughout the building. All floor serveries, as well 
as the serving rooms for the dining rooms on the 
the first floor, are equipped with built-in refrigera- 
tors of the most modern type, all. of which are 
cooled direct from the refrigeration plant in the 
power house. 
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Right Thickness 




















The illustration shows an actual test of the thick- 
ness of STERLING gloves. Hundreds of experi- 
ments were made in arriving at the correct thick- 
ness, insuring maximum sterilizing qualities without 
loss of the sense of touch. 

This is another reason why STERLING gloves are 
the most economical. 

The STERLING trade mark on rubber goods 
guarantees all that the name implies. 


Sterling Rubber Company Limited 
GUELPH - CANADA 
Largest Specialists in SEAMLESS Rubber Gloves in the 
British Empire. 
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| EVERY DESIRABLE QUALITY 


Green Soap 


An Efficient Cleanser 
Absolutely Pure 
Attractive in Cost 


Prepared from the highest grade of 
vegetable oils only, saponified by 
pure Potassium Hydroxide. 





It is all pure soap, neutralized to 
contain no excess of free alkali, 
and it will give absolute satisfac- 
tion in exacting hospital use. 


Write for prices and samples 


Manufactured by 


The J. F. Hartz Co., Limited 


Pharmaceutical Manufacturers 


TORONTO MONTREAL 
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Strengthening the 
Feet by Natural | 
Exercise 





Probably you know, from your own experi- 
ence or otherwise, the unusual comfort of 
the Cantilever Shoe. 


Yet how graceful, even smart and modish, 
in design. 


And how much easier it is to be cheerful 
and efficient during the most exacting days 
or nights when the feet are easy because 
comfortably shod. 


But did you ever consider the im- 

portance of such a shoe for develop- 
J ing and strengthening your muscles 
and ligaments by allowing free, 
natural movement and_ exercise, 
rather than one that stiffly cramps 
and binds the foot? 


And what it would. mean to your 
patient, weakened by illness and 
consequent inaction and lack: of 
exercise of the muscles, to thave 
such a shoe! The 


antilever 
Shoe 


provides flexible arch support in a light-weight 
shoe, permitting strengthening exercise without 
undue fatigue. 


Very possibly your patient has been handicapping 
the feet by wrongly built or badly fitted shoes. 


A suggestion from you might mean untold future 
comfort, health and happiness to your patient. 





MAIL ORDER SERVICE 
If it is not convenient for you to visit one of 
the stores listed below, write to the Toronto 
branch. Mail orders receive careful attention. 











Cantilever Shoe Shops 


TORONTO—71% Queen St. East 

HAMILTON—8 John St. North 

MON TREAL—Keefer Bldg., St. Catherine St. W. 
OTTAWA—241 Slater St., Jackson Bldg. 

SAINT JOHN, N.B.—Waterbury & Rising Limited 
HALIFAX—Wallace Bros. 

SUDBURY—F. M. Stafford Limited 
WINNIPEG—Hudson’s Bay Company 
SASKATOON—Royal Shoe Store 

PORT ARTHUR—McNulty’s Limited 
REGINA—Yale Shoe, Limited 
EDMONTON—Hudson’s Bay Company 
CALGARY—Hudson’s Bay Company 
VANCOUVER—Hudson’s Bay Company 
VICTORIA—Hudson’s Bay Company 
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Sick Children’s Hospital Campaign 


Exceeds $500,000 Objective by More 
Than $126,000 


Exceeding its objective by over $126,000, the Hos- 
pital for Sick Children, Toronto, can now go for- 
ward unhesitatingly with the realization of its long- 
cherished dream, “a hospital in the country.” 

Gaining ground day by day, with never a sugges- 
tion of falling back, “General” O’Connor’s cohorts, 
gathered at dinner on Friday night, March 12th, 
in the Crystal Ballroom of the King Edward, could 
scarcely realize how far beyond the appointed goal 
they had gone, even when their leader announced 
the totals run up by teams and specials—$526,079. 
And to top that total came the $100,000 from the 
Province, the gift announced by the Provincial 
Treasurer, Hon. W. H. Price. The City of Toronto 
had previously donated $100,000. 


’Twas a glorious victory. 
A Sacred Right. 


“If this campaign were nothing else but an ex- 
periment in community harmony, it has been more 
than worth while,” declared Rabbi Ferdinand M. 
Isserman in an impassioned tribute to the “holy 
cause” in which the workers had been banded to- 
gether. “And it has served to dispel those pessi- 
mistic cries regarding the materialism of our busi- 
ness men,” he went on to point out. ~ 


“If this night had not been sacred to me because 
of centuries of tradition; if this night had not been 
hallowed because for thousands of years my fathers 
on this day turned away from mundane things, [ 
say that it would yet be hallowed and sacred for 
me because we have gathered here in a holy cause. 
There was a time in human history when a division 
was made between holy and profane. Six days were 
profane and the seventh day was holy. But that 
time is now past . Nothing is profane which helps 
humanity in its upward struggle.” 


Services, Not Meetings. 

“We must struggle to do the work of God. There 
there is sanctity and there there is holiness. 

‘These luncheons that you have been having 
have not seemed to be business meetings, but re- 
ligious services. Your religion, whatever 
it be, was mine, and my religion was yours. Re- 
ligion tells us that life is not chaos, but cosmos. It 
tells us to care for suffering children. Those child- 
ren on their cots are our brothers and we are their 
keepers. Religion gives us a vision of human ser- 
vice and fills it with its dynamic power and electric 
energy.” 

When religion had lit the way, the speaker con- 
tinued, science furnished the mechanism to perform 
service to humanity, but yet a third element was 
required, the element of practicality. It was the 
practical element, brought in by the business men, 
which furnished the physician with his drugs and 
his instruments and the mortar and brick, through 
which was realized the vision of religion and the 
plan of science. 


“Together we have formed a holy alliance which 
has fought a holy war,” the Rabbi affirmed. 
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Four times more absorbent 
than ordinary cotton! 


—~one of § reasons why 2383 hospitals 
are using CELLUCOTTON 


ORE effective—more 

economical than or- 
dinary cotton—Cellucotton 
is recognized today as ‘the 
most useful absorbent ever 
known to hospitals. Born 
during the great war its 
manufacture has grown 
rapidly to meet a constantly 
increasing demand. Hospi- 
tals all over the country are 
using it—from 100 to gooo 
pounds a year apiece. 


Manufactured from avery 














Eight Points of Cellucotton 


Superiority 
Cellucotton absorbs from 4 to 8 times 
more drainage before saturation than most 
grades of absorbent cotton. 
It retains more liquid before leakage 
takes place. 
It absorbs 3 to 5 times as fast as absorbent 
cotton. 
It draws fluid against gravity. It serves 
as a wick instead of a dam. 
Fluid penetrates to every part of the 
Cellucotton dressing. 
On account of its bulk it makes more 
dressings per pound than absorbent cotton. 
It is lighter, cooler and more comfortable 
for the patient. 
Its cost is so low as to make it one of the 
most economical forms of absorbents. 














exacting requirements of 
medical and hospital usage. 


Cellucotton 
is inexpensive, too 

And Cellucotton is not expensive. 
Despite its superiority its cost is less 
than that of the cotton it replaces. 

Whether you use Cellucotton or 
not we urge vou to take advantage 
of the offer below. Just fill in the 
coupon, check any or all items 
wanted and mail to the Lewis Man- 
ufacturing Company (Division of 
Kendall Mills, Inc.), Walpole, 
Mass., U.S.A. Canadian Sales 
Agents: Toronto, Ont.,H.L. Brown 
& Co., 624 King Street, West; 
Winnipeg, Man., Gibson Paterson, 
Ltd., 171 Market Street, East; St. 


fine pulp derived from the best northern spruce, 
Cellucotton is separated from all foreign matter 
by aspecial process. It comes from the machine 
a soft, pure, fluffy cellulose, possessing tensile 
strength and remarkable absorbency. 


The inherent properties of Cellucotton plus 
the verystrict hygienic principlesapplied through- 
out production, make it adaptable to the most 


John, N. B., R. H. Paterson, P, O. Box 143. 








LEWIS MANUFACTURING CO,, WALPOLE, MASS. 
| Please send me the items I have checked. 
} Set of sample Cel‘ucotton dressings 

A generous Cellucotton sample. ......- 
| The “Receipt Book’’ of Cellucotton uses... . 
Quotation on trial order of 100 Ibs... 2... 6. - eee cece eee eeeee 
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EATON’S Surgical Instruments 
> ° oye 
Halverson’s Electric Sterilizer 
Three degrees 
of heat —low, 
i medium and 
4 full; and equip- 
mn 
il ped with auto- 
i matic cut - off. 
lz Size. 
1534°X: 6 x4, 4 
$32.50 | 
| 
| 
Therapeutic Lamps 
Pe ICE, A PUR NG sess asta sccs pos emvcpdacassanstonsaass $10.50 
For the Obstetrician: 
Tarnier Axis Traction Forceps ............++s:eseeeeeeee $12.50 
Simpson Axis Traction Forceps .............:.+:eseee0s 10.00 
Simpson Straight, Long and Short ...... .-» 6.00 
Pelvimeter, Collyer’s Improved ............ oo SS 
Uterine Dressing Forceps, Bozemam’s ... et 1.75 
Sponge-holding Forceps .............:ssscsecseeeesecuenes 1.75 
VRRE: POTs MININOD 5 oa cckcccccidscepnccesetasecsece 1.50 
“Sahl” Haemoglobinometer ...........:..ccecccccuceucecs 6.00 
Baby Scales, Douwble Beam ................cccececcecees 18.00 
With Scoop or Basket 
Third Floor - - Albert St. 
*T. EATON C2 
< e IMITED 
TORONTO CANADA 





























Hospitals cannot do better than equip with Arctic 
Hospital Refrigerators—known and used the Dominion 
over. Specially built for hospital use, they are fitted 
for either ice or mechan‘cal refrigeration. Write for 
the full facts NOW. 


JOHN HILLOCK CO., LIMITED 
154 George Street 
TORONTO - ONTARIO 


























Educating Citizens. 

“You have, in this campaign, been educating the 
citizens of Toronto and many beyond the bounds 
of our city in the magnificent, though quite unob- 
trusive, work that is being carried forward in con- 
nection with this great philanthropic institution, 
the Hospital for Sick Children,” was Rev. Trevor 
H. Davies’ opening word. “It does not shriek, it 
does not cry aloud; it does not cause its voice to 
be heard in the streets, but far beyond the bounds 
of our city its beneficial efforts and splendid social 
ministry are known and admired. 

“It is a good thing that all of us should be 
brought under the purifying passion and power of 
a great responsibility. You did your job and you 
did it mighty well. Smile, boys, that’s the style, 
because you have not only helped forward service 
to the little children but you have stimulated these 
social sympathies which always mark the position 
of a city or a province in a state of civilization.” 


Will Help Thousands. 

Con :catulating the canvassers on the results at- 
tained, Dr. W. E. Gallie, surgeon-in-chief of the 
Hospital for Sick Children, said: “It means that 
literally thousands of sick children will be brought 
back to health who would never otherwise reach 
adult life, or who, if they did, would be handi- 
capped.” Dr. Gallie also paid a cordial tribute to 
Mr. H. H. Williams, chairman of the board of 
trustees of the hospital. Not only had he given of 
his money, but of his organizing and executive 
gifts as well, said Dr. Gallie. ; 

Never before in the history of the institution had 
there been a board of trustees so completely de- 
voted to the cause of sick children as the present 
board, the speaker went on to say, and it required 
the devotion of many to carry on the work built 
upon the great foundations laid by the late J. Ross 
Robertson. 


Dr. Banting’s Tribute. 

Dr. Frederick G. Banting, of insulin fame and a 
former resident surgeon of the Hospital for Sick 
Children, was amongst those sitting at the head 
table, and he got a great ovation when he rose to 
speak at the request of the chairman. 

“It was at the Hospital for Sick Children that I 
learned to think along constructive lines,” declared 
Dr. Banting. The most valuable training, to his 
mind, which the house surgeons received there was 
that in independent thinking. 

In the handling of both children and adults the 
nurses trained at the Hospital. for Sick Children 
were second to none in the world, Dr. Banting de- 
clared. He told also of meeting a nurse overseas 
who had visited operating hospitals and clinics all 
over the United States and who had said that if she 
had to have an operation and could select the sur- 
geon to perform the operation she would select a 
surgeon of the Hospital for Sick Children. In Lon- 
don, Edinburgh and in the cities of France he had 
heard doctors of the Hospital for Sick Children 
spoken of. 


Poetry is the art of uniting pleasure with truth, 
by calling imagination to the help of reason. 
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Ambrotse Paré 1517-1590 
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ARE revived the use of the ligature only after careful experiment. 


His patients were eager to escape the torturous alternatives his 
less progressive rivals offered—the red hot knife and scalding oil. 
It is no longer necessary for surgeons to experiment with ligatures. 

The surgeon of today can rely on D&G Sutures 


DAVIS & GECK INC. v 211 TO 221 DUFFIELD ST. vy BROOKLYN,N.Y.,U.S.A. 








Kalmerid Catgut 


Spneaugem Exerts a baétericidal ac- 
tion in the suture tract. Supersedes 
the older unstable iodized sutures. Impreg- 
nated with the double iodine compound, 
potassium-mercuric-iodide.t 


es 


The boilable grade is unusually flexible for boilable 
catgut; the non-boilable grade is extremely flexible. 


TWO VARIETIES 





BOILABLE* NON-BOILABLE 
No. NO 

PADS oi csascseas Prain Cartcut............ 1405 
ot Seeprerre 10-Day CHRomIc........... 1425 
TPES ony sncens 20-Day CHROMIC........... 1445 
SORE i ciascsaes 40-Day CHRoMIC........... 1485 


Bikes: 000, (00... 0652) 20.698 
Approximately 60 inches in each tube 


Package of 12 tubes of a size....$ 3.00 
Gross or more, net per gross.,... 28.80 


Claustro-Thermal Catgut 
Fay Pegi: germicidal. For surgeons 


who prefer an inert suture, unim- 














Atraumatic Needles 


Fo: GASTRO-INTESTINAL suturing 
and for all membranes where minimized 
suture trauma is desirable. Integrally affixed 
to 20-day Kalmerid catgut. Boilable.* 


Experimental evidence has proven 20-day chromic 
catgut the most suitable for gastro-intestinal sutur- 
ing. It has been found that gastric wounds are fully 
healed within 12 days, and intestinal wounds at 16 
days. At these periods the 20-day catgut (regard- 
less of size) still retains, respectively, 60 per cent 
and 30 per cent of its initial strength, 





THEY DO NOT BEND nene— 





ILLUSTRATIONS ARF FIVE-EIGHTHS SIZE 


CS 


STRAIGHT NEEDLES ARE IN ROUND TUBES 




















CURVED NEEDLES ARE IN FLAT TUBES 


pregnated with any bactericidal substance. No. INCHES IN TUBE DOZEN 

Sterilized by heat in cumol, after the tubes 1341 STRAIGHT Neepie eth aka BOs cats $3.00 

are sealed, at 165° C.—329° F. Boilable.* amees be SrraicHT Neeptes...36...... 3-60 

Unusually flexible for boilable catgut. ascii NEEDLE.......... r+. eg 3.60 
: nek inks 1345..¥a-Circite NEEDLE.......... + A 3.60 

i —3 Gross, net, $28.80 and $34.56 respectively 
TP Sizes: O and I 

io EP ARS SO Over eet Cere Pian Carcur Packages of 12 tubes of one kind and size 

ESS eisresictes saan 10-Day Curomic Catcut pies 

i shasta bach canes hegeee 20-Day Curomic Catcut Kangaroo Tendons 

CEG ias i cake skcwanenaiar 40-Day Curomic Catcut 


Sizes: 000..00..0..1..2..3.04 
Approximately 60 inches in each tube 


Package of 12 tubes of a size....$ 3.00 
Gross or more, net per gross..... 28.80 


*For sterilizing the ex- 
terior of tubes prelimin- 
ary to operating, not 
only may they be boiled 
but they even may be 
autoclaved up to thirty 
pounds pressure, any 
number of times, without 
the slightest impairment 
of the sutures. 


PF gemncecenen: being impregnated with 
potassium-mercuric-iodide.+ Chromi- 
cized to resist absorption in fascia or in ten- 
don for approximately 30 days. The non- 
boilable grade is extremely flexible. 


Sat we 
— ~ we 












NO. 
BOD, ciiecs bee cnee Reasebcans Non-Bortaste Grape 
BROS <\icsisvevsstesapnescnaecunes *BoitaBL—e GRaDE 


Sizes: 9..2..4. .0. .8. -10.. 24 
Each tube contains one tendon 
Lengths vary from 12 to 20 inches 
Package of 12 tubes of a size....$ 3.00 
Gross or more, net per gross..... 28.80 








Testing the strength and 
elasticity of DGG Sutures 


Carriage paid anywhere in the world 

















Non-Absorbable Sutures 





ail ates ~~ = a ™ 
SiikwormGut FP 

NO, INCHES IN TUBE SIZES 

.CeLLuLom-Linen........ ee? 000, 00,0 
350..C I , 
360..HORSEHARR.............. BORS ocaik i cot se co 
390..Wuite Sitkworm GuT..84......... 00,0, 1 
400..BLack Sinkworm GuT..84......... 00,0, I 
450..Waite Twisted SILK...60........000 TO 3 
460..Biack Twistep SiLK.....60...... ",.000, 0,2 
480..Wuire Braipep SILK.....60...... 00,0,2,4 
490..Biack Braipep SILK.....60......... 00,1,4 

BOILABLE 


Package of 12 tubes of a size....$ 3.00 
Gross or more, net per gross..... 28.80 


Short Suturcs for Minor Surgery 





NO. INCHES IN TUBE SIZES 
802..PLain Katmerip CatGut..20..00,0, 1, 2, 3 
812..10-Day Katmerip ‘ — ..20..00,0, 1, 2,3 
822..20-Day Kaimerip * __..20..00,0, 1, 2, 3 


862..HORSEHAIR........... 200006 GOs Cxinieares 00 
872..Wuire Sitkworm GuT...28.............. ° 
882..Wuire Twistep SILK......20...... 000,0,2 
892..UmBiticaL Tart.........-. 24... /e-IN. WIDE 


BOILABLE 


Package of 12 tubes of a size....$ 1.50 
Gross or more, net per gross..... 14.40 


Emergency Sutures with Needles 


UNIVERSAL NEEDLE FOR SKIN, MUSCLE, OR TENDON 





NO. INCHES IN TUBE SIZES 
go4..PLain Katmerip CarGut..20..00,0, 1,2, 3 
914..10-Day Katmerip ‘* —..20..00,0, 1, 2, 3 


924..20-Day Kaimeri ** —..20..00, 0, 1, 2, 3 
964..HORSEHAIR........ 0.000000. Rte BRISA 3 
974..WuiTe Sikworm GuT...28..........2+5: ° 
984..Wuite Twistep SiLk......20...... 000, 0,2 


BOILABLE 


<7 


Package of 12 tubes of a size....$ 2.40 
Gross or more, net per gross..... 23-04 


The ash of DEG 
Sutures is assayed 
to make sure that 
no traces remain 
of uncombined 
chromium nor of 
other residues of 


the chromicizing 





process. 


Obstetrical Sutures 


FOR IMMEDIATE REPAIR OF PERINEAL LACERATIONS 






hh 
~~ suture of 40-day Kal- 
merid germicidal catgut, size 3, 
threaded on a large full-curved needle. 


Boilable. 


No. 650. Package of onetube,$ .30 
Gross or more, net per gross, 34.56 






Ye ye Y 
Circumcision Sutures 





. suture of Kalmerid germi- 
cidal catgut, plain, size oo, threaded 
on a small full-curved needle. Boilable. 


No. 600. Package of 12 tubes... .$ 3.00 
Gross or more, net per gross..... 28.80 


Universal Suture Sizes 
All sutures are gauged by the standard 
catgut sizes as here shown 


— ————————— liaindinemmmenatenimemeennmeedl 
os  aaremnacmene SN smeerieet eon 
O Senne a aN 
igen Sa ieRSALS IR eR RRR 
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+Potassium-mercuric-iodide is one of the best ger- 
micides known. It has a phenol coefficient of at 
least 1100; it is not precipitated by serum or other 
proteins; it is chemically stable—unlike iodine it 
does not break down under light and heat; it inter- 
feres in no way with the absorption of the sutures, 
and in the proportions used is free from irritating 
action on tissues. It is the ideal bactericide for the 
preparation of germicidal) sutures. 
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DeG ATRAUMATIC NEEDLE 
with suture attached 





For gastro-intestinal suturing and for all membranes 


where minimized suture trauma ts destrable 


IMPROVED FEATURES: Unimpaired strength at union with suture; 


firmly and permanently affixed; absolute continuity of needle and suture - 


Affixed to the Boilable Grade of 
20-Day Kalmerid Germicidal Catgut 


which experimental evidence has proven to be the ideal 
gastro-intestinal suture. Its absorption time is correct; 
it is germicidal; it is flexible 








ere IN PACKAGES OF TWELVE TUBES OF ONE KIND AND SIZE poe 

NO. TUBES 
1341. A straight intestinal needle affixed to a 28-inch suture........ $3.00 
1342. Two straight intestinal needles affixed to a 36-inch suture........ 3.60 
1343- A %-circle intestinal needle affixed to a 28-inch suture........ 3.60 
1345. A half-circle intestinal needle affixed to a 28-inch suture........ 3-60 


SIZES: O AND I 


20 PER CENT DISCOUNT ON A GROSS OR MORE—POSTPAID 
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Thorough Training at Ontario Hos- 
pital, London 


It is six o’clock a.m. and the tinkle of a bell re- 
sounds through the corridors of a commodious 
house in East London. There is a hushed stirring 
and hurrying, and promptly at 6.30 o’clock, if you 
were to glance into the spacious living-room, you 
would see a group of young women in spotless 
white and blue uniforms gathered around a cozy 
grate fire for morning prayers. 

Although a large percentage of the citizens of the 
city are still abed, a day has begun for the nurses 
at London’s Ontario Hospital. 

And such a day! From that early morning hour 
until the last name of the roll is called and the last 
light is out at 10.30 at night, these white-clad girls 
follow a continuous round of carefully disciplined 
activity. There is the responsible duty on the 
wards; there are lectures to attend and important 
demonstrations to see. Every minute is filled. But 
be the hours ever so long, the work ever so strenu- 
ous, the 55 nurses in training at the Ontario Hos- 
pital are an exceptionally happy group—and with 
reason. They are not only performing a splendid 
office for the community, but they are fitting them- 
selves for lives of unselfish service and all under 
the best possible conditions. And these pupil 
nurses are vastly proud of their alma mater. 

Qualifications to enter the Ontario Hospital 
school are now the same as those for the other 
hospitals in the city—two years’ Collegiate training 
or its equivalent. Although the affiliation negotia- 
tions have only been completed within the last 
six months, two pupil nurses from the school are 
now completing their course at Victoria and two 
more entered the school at St. Joseph’s in March. 
The co-operation between these institutions is fur- 
ther demonstrated by the fact that St. Joseph’s pu- 
pil nurses take their psychiatry lectures at the On- 
tario Hospital. 

A visit paid to the spotless wards of this vast 
healing institution is inspiring. The nursing of the 
patients is exacting work, in which patience and 
wide sympathy are a necessity. There are the neat 
charts to make and the widely varied branches of 
mental nursing and general hospital procedure to 
learn, and yet, the wards are perfect examples of 
good house-keeping. No detail is neglected. 

A peep into the operating room showed that in 
at least one room in the world “there is a place 
for everything and everything in its place.” A half 
hour would suffice to have all in readiness for a 
major operation. And the pupils get as complete 
training in this phase of physical nursing as do their 
sisters in purely physical institutions. Indeed, the 
course at this hospital leaves no part of a general 
nursing course uncovered 

The treatment of mental cases and vocational 
therapy work taken by these pupil nurses is addi- 
tional to the usual training. Ina well-lighted, well- 
ventilated room a group of interested patients were 
occupied with beadwork, basketry and hand and 
loom weaving. A display of their products bore 
silent testimony to the success of the training given. 
The products of this department are sold so that 
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MARY FRANCES KERN 


It is the same old story in every part of 
the Country and under all conditions. Once 


more the MARY FRANCES KERN 
ORGANIZATION has happily surprised 


her patron by getting more money than 
was asked for or expected. This time it is 
down in Alabama. 


Read what this satisfied client says: 


February 19th, 1926. 
Dear Mrs. Kern :— 


The manner in which the Benevolent Hospital 
campaign was conducted by your organization has 
been pleasing and more than satisfactory to us, 
and we are indeed gratified with the results. 


Your organization undertook to raise a fund 
with which to enlarge and equip our Benevolent 
Hospital in Albany and Decatur, and indications 
are that when the Campaign closes tonight that 
amount will have been exceeded by Ten Thousand 
Dollars. 


_Your immediate representative here has labored 
diligently, faithfully and intelligently, and has seen 
to it that all of us did our bit. 


It is a pleasure for us ‘to commend the methods 
employed by your organization in raising money 
and to assure you that the amount raised in this 
campaign has far exceeded our expectations. 

Yours very truly, 
Thomas A. Bowles, General Chairman. 


Charles Roundtree 
James H. Johnson 
B. D. Meadors 
John Patterson 


Executive 
Committee. 


MARY FRANCES KERN 
Financial Campaigns 


1340 Congress Hotel, 
CHICAGO 


8 West 40th St., 
NEW YORK CITY 
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This is the first of a series of advertisements which 
will deal with various problems of “The Mattress in 
the Hospital”. We would appreciate any criticisms 
or suggestions from readers, or questions about your 
own problems. 


COMFOR 





THE OLD WAY 


“We Put a Pillow 
Under Their Middle” 


This was the reply a nurse gave to our query as 
to how they alleviated bedsores caused by the 
ordinary hard, unyielding mattress. 

There is no need for makeshifts when the Marshall 
Spring Mattress is used. 





THE MARSHALL WAY 


Its highly flexible spring centre conforms to every 
contour of the figure, giving firm even support at 
all points. The patient cannot become bedsore. 
Greater comfort for the patient is assured—this 
means goodwill for the hospital. The refreshing 
rest ‘which the Marshall insures eases the suffering 
of patients and alleviates the feeling of discontent 
usually so prevalent. 

Comfortable, Sanitary and long lived, the Marshall 
Mattress costs less in years of service than the 
ordinary mattress. 


Ask your local furniture man for details of 
our extra special proposition for hospitals 
—or write us if you wish. 


The Marshall Ventilated 
Mattress Company, Ltd. 


TORONTO 


Mar 


TRADE < —! 


Sprin 


GUARANTEE. 


ONTARIO 


‘shall 
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it has become self-supporting. Miss Florence Fra- 
ser is the supervisor. 
Miss Jacobs Superintendent. 

In another spacious classroom the nurses are 
given their regular lectures by the superintendent 
of the school, Miss Mary E. Jacobs. She is admir- 
ably fitted for the work, having had a very wide 
experience. She is a graduate of Victoria Hospital 
of the year 1900. She took post-graduate work in 
New York, was for two years head nurse in the 
hospital of the University of Pennsylvania, in Phila- 
delphia; was superintendent of the Chestnut Hill 
Hospital, Philadelphia; matron at the Byron Sana- 
torium for one year and superintendent of nurses 

t Trudeau Sanatorium, Saranac Lake. 

In a special room to the rear of the class room 
is found the demonstration room and “Florence,” 
the new demonstrating doll, who daily submits to 
poulticing operations and what not for the benefit 
of the young student nurses. She is somewhat of 
an innovation, but has already proven her worth 
many times over. In the same room is the demon- 
stration baby, through whom the nurses learn the 
care of children. It is noteworthy, too, that obstetri- 
cal nursing experience is not lacking in the Ontario 
Hospital course. Emergency and house nursing 
are also stressed in the classroom. Only the most 
recent textbooks and methods are used in the 
course. ; 

The dietetic classes of the school are taken in 
the kitchen of the general hospital under the di- 
rection of Miss Muriel Frank, a graduate of Mac- 
Donald Hall, Guelph. 

Although the training is arduous, the disadvan- 
tages are lost in the exceptionally fine conditions 
under which it is taken. In the nurses’ residence 
the girls have a spacious, well-furnished home, with 
inviting living-rooms, well-equipped studies, ideal 
dormitories and unusual bathing facilities. There 
is an inviting kitchenette where “snacks” may be 
prepared when necessary, a modern laundry in the 
basement and a special telephone service. Mrs. E. 
J. Kitchen is the house-mother par excellence of 
this interesting domain. 

In addition to the cosy living quarters the girls 
have easy access to a fine swimming pool, a modern 
rink, and in summer, tennis courts and bowling 
greens of the finest kind. There is the recreation 
building, where church services, concerts and 
dances are held weekly and many happy social 
events are enjoyed by the staff on the beautifully 
kept grounds in the summer season. 

Each girl has one hour of each day and a half 
day each week off duty. A pleasant infirmary and 
every medical attention are provided for the nurses 
when they are ill themselves. Recently the stu- 
dent government plan has been introduced with 
much success and through it the girls are able to 
right any w rongs on vote of the whole group. “The 
honor system” has worked well in this hospital 
school. 

Splendid Progress Made. 

The progress made by the training school since 
its institution is largely due to the fine superintend- 
ents who have been and are in charge. The group 

(Continued on page 30) 
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View in Shriners’ Hospital, Montreal, Showing Dominion Baitle- 
ship Linoleum Floor. 
Church, Ross Co., Limited, Montreal, Contractors 
J. M. Miller, Montreal, Architect. 


Sanitary - Germicidal 
Quiet - Restful - Permanent 


Hospital authorities all over Canada have been quick to see the practical 
advantages of Dominion Battleship Linoleum floors. Properly installed, they 
are permanent and need no upkeep beyond an occasional waxing, a decidedly 
economical feature. 


DOMINION 
Battleship Linoleum 


is firm, smooth and non-absorbent, and affords no hiding place for dirt or 
germs. Quiet and restful underfoot and comfortable to walk on, it is ideally 
adapted to hospital use and is appreciated by staff and patients alike. 


Made in AAA, AA and A Qualities, in a wide 
range of harmonious colorings. Write us for 
free samples and literature. 





Installed by all large Departmental and House Furnish- 
ing Stores. 





JOT: 


. mi” Dominion Oilcloth & Linoleum Co. Limited 
MONTREAL 





Please refer to THE CANADIAN HOSPITAL when icriting. 








24 THE CANADIAN HOSPITAL 


April, 1926 








5 SSL SL ELS LSS SSIS SAL 
News of Hospitals and Staffs [2 


cise 


Fe 


‘= 
a 


Condensed News of Hospitals and NB 
Allied Institutions from Coast to Coast UE 
Be 





BS 





73 


eos eos 


€ 


S 


Renfrew to Build New Hospital 


Renfrew—At a joint meeting of the Renfrew town 
council and the hospital board, it was decided to 
construct a new 50-bed hospital for the town, but 
the site of the building has not yet been decided. 


Hospital For Rouyn 


Cobalt—A hospital is to be erected in Rouyn 
within the next few weeks, according to a message 
reaching here from Rev. Father Albert Pelletier, 
priest in charge there. The building will be two 
stories high and will cost approximately $35,000, 
it is stated. 


Miss McKee is Organizing Secretary 


Brantford—Miss E. M. McKee, superintendent 
of the Brantford General Hospital, has received 
word of her appointment as organizing secretary 
of district No. 2 of the Registered Nurses’ Associa- 
tion of Ontario. The district includes Perth County. 


Gave Fine Concert at Hospital 


Sydney, N.S.—The choir of the Presbyterian 
Church, under the direction of Mr. James Calder, 
recently gave a very fine musical programme at the 
City Hospital. Mrs. Gordon Graham, organist, 
presided at the piano, and some very fine solo, quar- 
tet and choral numbers were given. Their ser- 
vices were much appreciated by nurses, patients 
and the Hospital Ladies Auxiliary. 


Warrant Issued For Accountant 


Kingston—A sensation was created here when 
it was announced that a warrant had been issued 
for the arrest of J. F. Harte, accountant at the 
Mowatt Sanitorium, who disappeared some time 
ago. 

It is alleged that an investigation into his books 
and records disclosed defalcations totalling a large 
sum, the exact amount of which has not yet been 
made known. The shortages are made up princi- 
pally from cash payments made by civil patients 
to Harte for which no proper credit has been given 
in the books. It is said that these shortages cover 
a period of two months, and it is also charged that 
there are shortages in the canteen fund of which 
Harte is the treasurer. 
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Changes at Vancouver General 


Vancouver—Resignation of Miss Maud Trood, 
dietitian at the Vancouver General Hospital since 
October, 1921, was formally accepted at a recent 
meeting of the board and Miss Ethel C. Pipes, of 
Tacoma, Wash., hospital since 1922, was appointed 
to take her place. 

Miss Pipes is a native of Nova Scotia. She was 
graduated by Macdonald College, near Montreal, 
and for more than seven years she was in the 
dietetic department of the Hartford, Conn., hospital. 

Dr. N. E. MacDougall, appointed a short time 
ago on the eye, ear, nose and throat visiting staff, 
resigned because of other duties. The vacancy will 
be filled. 

J. J. Banfield, past chairman of the board and 
now retired after 20 years’ service, was appointed 
honorary vice-chairman of the hospital board. His 
name will also ‘be placed on the honor roll. The 
members expressed their great appreciation for Mr. 
Banfield’s long duties. 











Most Canadian Hospitals using 
| Mechanical Refrigeration 
Have 


“YORK” 
ICE MACHINES | 


“‘The Best Made’’ 


Let us send you the names of those nearest you. 


_ Canadian Ice Machine Co., Ltd. 
TORONTO 


Montreal Winnipeg Vancouver 
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Honored by French Government 


Montreal—Miss Eleanor Savage, assistant direc- 
tor of the Presbyterian Hospital in New York, re- 
ceived a silver medal from the French Government 
for her war service. The ceremony took place a 
few weeks ago. Miss Savage was born in London, 
Ont., but came to Montreal at the age of eight. 
She is a graduate of Compton College, and trained 
as a nurse in the Presbyterian Hospital, New York. 


Big Meals Will Help Hospitals 


Hereafter, every meal costing the consu- 
mer more than one dollar, ordered and eaten 
in a restaurant anywhere in the Province of 
Quebec, will be taxed five per cent., and the 
money raised from this source, will be ap- 
plied to the funds available for the hospitals. That 
is, provided the bill fathered by Hon. Athanase 
David, Provincial Secretary, is adopted by the Leg- 
islature, and, as the move is a Governmental mea- 
sure, its adoption is most probable. 


Dr. Peter MacNaughton Dead 


Brockville—Dr. Peter MacNaughton, medical 
superintendent of the Ontario Hospital for the In- 
sane, and one of the veterans of the Provincial Hos- 
pital service, died at his residence here on March 
8th of pneumonia, following a short illness. 

Born in 1859, in Dummer township, Peterboro 
County, he was educated at Norwood High School, 
and at Trinity University, Toronto, from which 
he graduated in medicine in 1888. 


Notre Dame to Add New Wing 


Montreal—A new wing will soon be added to the 
Notre Dame Hospital on Sherbrooke Street, in- 
creasing the capacity of the hospital by 166 beds. 
This was announced at the annual meeting of the 
hospital, held on March 3rd, by the treasurer, Tan- 
crede Bienvenu. The need for expansion was 
strongly stated by Dr. O. F. Mercier, medical sup- 
erintendent, who declared that they were daily turn- 
ing away patients, despite the fact that the removal 
to the building on Sherbrooke Street had practi- 
cally doubled their capacity. 


Dr. Felton Heads New Hospital 


Victoria—Major R. Felton, M.D., M.C., formerly 
of Sooke and well known in British Columbia for 
his interest in school trustees matters, is now medi- 
cal superintendent of the St. George’s Hospital at 
Alert Bay. 

This hospital, which is one of the three operated 
by the Columbia Coast Mission, the others being 
St. Michael’s at Rock Bay and the Columbia, now 
moved to Brian Bay, is meeting a great need with 
excellent equipment and capable staff. The new 
building was opened last May and Dr. Felton suc- 
ceeds Dr. Rose, who has recently retired. 
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Shoe style 


with 
corn and bunion comfort 


Are you bothered with corns or bunions? 
Do your feet ache and burn at night when 
you take off your shoes? Does standing or 
walking wear you out and tire you in just 
a little while? Then you need this shoe. 
It is the Walk-Over Relief. Slip your tired 
and aching feet down into its roomy com- 
fort. Step. Walk. Then know that the 
promise of supreme comfort has been at 
last fulfilled. 


+ \=) ¢> 





The Relief is carried in stylish strap 
patterns as well as boots and Oxfords. 


Write for Footograph Chart 
for ordering by moil 


lal i- Over 


BOOT SHOP 


290 Yonge Street 
TORONTO 
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Planning the X-Ray Laboratory 


By B. H. ARNOLD, 
Engineering Service Dept., Victor X-Ray Corporation. 


Careful Planning Before Installing Apparatus May Save Big 
Outlays Later Il’hen Necessary to Meet Growing Needs. 


The successful use of X-rays for diagnostic and 
therapeutic purposes even with the best available 
equipment and technique, depends to a great degree 
upon an adequate supply of electrical power, and 
as present hospitals are largely of concrete with 
buried conduits, it is essential that the size and lo- 
cation of electric mains and outlets be fully deter- 
mined before construction is started. 

The manufacturers of X-ray apparatus will gladly 
furnish the data as to the capacity needed for each 
machine to be installed. This information is the 
result of years of experience and cannot be disre- 
garded with success. 

In considering these figures, it must be remem- 
bered that they are minimum values, and where 
the feeders are in conduit, ample allowance should 
be made for future growth. The cost of conduit 
work is largely labor and larger conduits and feed- 
ers put in when the building is constructed will but 
slightly increased total investment. Whereas too 
great economy in first cost may incur enormous 
expense in later changes to meet growing needs, 
not the least of the troubles and expenses will be 
those incident to the interruptions while the 
changes are being made. 

With cables of ample size available at the X-ray 
machine rooms, the next problem is that of the loca- 
tion of outlets. This will be shown most clearly 
by detailed consideration of a typical installation 
such as in the diagram below. This is a dual unit, 
where one machine is used for radiography in one 
room and fluoroscopy in the other. 

The power for the X-ray apparatus is obtained 
from the outlet A. This should be a cabinet with 
fused double-pole single-throw switch. Both size 
of switch and fuses to be at least that recommended 
by manufacturers, and of such construction and 
placement as meet the local electrical requirements, 
it being understood that all electrical work will 
be such as méets 


room, thereby improving the appearance of the 
control room. A conduit should be provided to 
carry cables from the cabinet to the control stand, 
allowing some latitude for stand movement. The 
same or another conduit should carry the cables 
from the control stand back to the X-ray machine. 

At points convenient to B-1, B-2 and B-3, there 
should be an ordinary 660 watt receptacle for sup- 
plying a small amount of current from the light 
circuit of alternating current for filament trans- 
former. Where direct current is used for lighting, 
conduits must be run from the control room to 
these points, supplying the required alternating 
current from the control stand of the X-ray ma- 
chine. It is seldom that more than two of these 
receptacles are needed. In this particular case, that 
at B-2 will be sufficient, but if one room were for 
therapy, B-1 and B-3 would be needed. 

At C-1 and C-2, there should be receptacles for 
foot switches, connected by conduit and cable with 
the control stand. Both receptacles will be 3 con- 
ductor and that at C-2 will be also interconnected 
with a blue light properly located in the fluorosco- 
pic room, so that when the X-ray power is off, 
the light is on, and vice versa. 

Every machine room should be provided with a 
receptacle for extension cord connection to facili- 
tate cleaning and oiling. Dust and dirt are costly 
enemies of high voltage X-ray equipment and rig- 
orous cleanliness is essential to low maintenance 
expenses. In some humid climates, the machine 
room may require a small ventilating fan, the in- 
stallation of which is entirely standard and well 
known. 

Where the high tension conductors pass through 
partitions, it is desirable, though not essential, that 
suitable opening be left. The size of these and the 
location so as to obtain proper clearances can be ob- 
tained from the manufacturer of the X-ray equip- 
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constitutes what 
may be termed 
| standard advice, 
| of value in the 

great majority of 
| present day hos- 
| pital planning. It 
is the result of 
years of experi- 
ence in many 
countries. In ad- 
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_ Save time and money- 
| get more efficient cleaning! 


You can do it by using | 


G Y material in kegs or 





ou can buy this excellent cleansing 
barrels at a very favorable price. 
But its low cost is only one of its advantages. Its 
greatest advantage is the fact that it is a positive solvent 
of grease. 
It dissolves instantly in hot or cold water. No grit—no 
odor—no sediment—no waste. 

3uy one keg and give it a fair trial, and you will prefer 
it to anything else on the market. 





Write Us for Prices 


E. *V. GILLETT COMPANY LIMITED 


TORONTO - CANADA 

















The” McGregor-Mowbray Operating Table 


This Table is very substantially con- 
structed, much more so than the 
ordinary collapsible table. The frame 
is of tubular construction in place of | 
flat iron, and is oxy-welded at each | 
joint, thus insuring a strong job. | 


The Table is grooved for drainage, 
with a semi-circular cut-out for vagi- 
nal and rectal examinations, and shelf 
below for drain pan. 





This Table can be used flat, as an 
examining table. With head section 
raised and the foot section lowered, 
gives you an examining chair. It is 
equipped with stirrups, leg holders or 
knee crutches and head rest. Mounted 
on four-inch rubber -tired castors, 
which makes it very easy to move | 
around. 

] 





Finished in baked white enamel. Size of table extended, 20 inches wide, 72 inches long. Write 
| for prices on this or any other furniture that you may require. Catalogue sent on request. 


THE METAL CRAFT COMPANY, LIMITED | 


GRIMSBY - - ONTARIO 
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CORN SYRUP 








There’s 
Health In It! 








HYSICIANS prescribe CROWN 
P BRAND and LILY WHITE 

because these SYRUPS furnish a 
maximum of nourishment with a mini- 
mum of digestive effort. 


LILY WHITE is specially recom- 
mended by eminent children’s Special- 
ists for infant feeding with milk. 


These well-known SYRUPS are not 
only delicious and appetizing, but are 
also highly nutritious, because they 
contain a large percentage of Dextrose 
—the sugar from which most of the 
energy of the body is derived — and 
that is why Doctors recommend them. 

















EDWARDSBURG 


CROWN BRAND 
LILY WHITE 


CORN SYRUPS 


The CANADA STARCH CO., Limited 
MONTREAL TORONTO 
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The Place of the Dietitian in the 
Hospital 
By EMILY A. DAVIS, 
Department of Household Science, 
University of Toronto. 

What is the ultimate purpose of the hospital feed- 
ing machine? To see that patients, nurses, doc- 
tors and the whole personnel receive an adequate 
diet which is properly prepared and attractively 
served; and to develop and establish an organiza- 
tion which will carry out these plans efficiently. 
This will be best accomplished if the dietetic de- 
partment is supervised by a nutritional expert— 
hence the trained dietitian. The hospital kitchen 
should be looked upon as a scientific laboratory 
where, by mixing certain ingredients in certain 
ways, products are obtained which materially aid 
in the treatment of the patient. 

The dietitian in a small hospital is especially im- 
portant because all the dietetic training of the pu- 
pil nurses depends upon her. A nurse will find 
the knowledge of dietetics of vital importance to 
her after graduation. On a private case she is both 
dietitian and nurse. It is appalling to discover how 
little the average nurse knows about food values. 
Of what use is a nurse in the home of a patient 
suffering from diabetes or nephritis if she has not 
a knowledge of the modern dietetic treatment of the 
case? This is certainly a serious problem. Normal 
health depends to a great degree upon proper nutri- 
tion, and the nurse, more than anyone, is in a posi- 
tion to teach this to the masses. But she can do 
nothing unless she is properly trained in her stu- 
dent days. The responsibility of the dietitian in 
training the student nurse cannot be over-esti- 
mated. We are living in a time when the general 
public is becoming interested in the science of food 
values; and since this is an age of keen interest, 
it is the time when a little judicious guidance can 
do much to separate the quack from the real. 

As the knowledge of nutrition grows, all those 
in connection, with it must grow also. Hence the 
dietetic training of the nurse is becoming more im- 
portant all the time, and the success of her training 
depends upon the dietitian. The dietitian need 
never fear that the nurse will infringe upon her 
sphere—all the more glory to that dietitian who 
can impress the nurse with a sense of her dietetic 


responsibility. 
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(Continued from page 26) 
dom needed, but of great value when the occasion 
arises. 
All such experience is available to architects and 
boards concerned in hospital planning, and gladly 
offered to them by progressive manufacturers of 


X-ray equipment. 
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Eliminating the cost 
of resharpening 


PON investigation we find that the average cost of resharpen- 
ing scalpels in hospitals is at least 25 cents. 


A new, sharp Bard-Parker blade costs 121% cents, just half the price 
of resharpening an ordinary scalpel. 


Bard-Parker blades slip onto the handle in a second and form a 
mechanical lock when in position. No amount of pressure in any 
direction will dislodge the blades while operating. 


The handle is solid, retaining the shape and balance of the ordin- 
ary scalpel. There are no. springs, catches or hidden crevices 
to make sterilization uncertain. 


Quantity discounts: Orders from 1 to 5 gross assorted blades, 10%. 
Orders of 5 gross or more, 15%. 


BARD-PARKER COMPANY, Inc. 
150 Lafayette Street. New York. NY. 











Wieser. 


Please refer to THE CANADIAN HOSPITAL when writing 

















30 THE 





More Light 


on the subject of 


FINISHING ! 


Hospitals have discarded the old method of 

finishing coats, aprons, caps, gowns, etc., by 
starching, so you, too, can now impart body, stiff- 
ness, strength and restore the original new appear- 
ance of the fabric by sizing with Satin Finish. 


J te as hundreds of Laundry Departments in 


Satin finish penetrates, whether used cooked or 
raw. It does not contain chalk, talc, etc., and is 
an adaptation of a textile mill sizing to laundry 
requirements. It does not stick when ironed, show 
on the surface of fabric or produce that objection- 
able brittle feel of a starch. 


Any hospital laundry having a pressing machine, 
washing machine and an extractor can size with 
Satin Finish—can produce better and more work 
easier, quicker and more economically. 


Call your jobber for a trial barrel, 
or write us for a free sample. 


THE KEEVER STARCH COMPANY 


Hospital Department 


OHIO 


8 Warehouses 


COLUMBUS - 


73 Distributors 
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Thorough Training at Ontario 
Hospital 
(Continued from page 21) 

included Miss Jean Whitton, now Mrs. Glennie 
Wilson, a graduate of Victoria; Miss Janet Mc- 
Vicar, now Mrs. Harvey Clare of Guelph, a gradu- 
ate of Victoria; Miss Mary MeVicar, now in the 
public health service in the city, also a graduate 
of Victoria; Miss Ivy Barter, now Mrs. Gordon 
Chalk, a graduate of the Ontario Hospital school, 
and Miss Jacobs, who is indefatigable in her efforts 
to keep high the standards of the institution. Her 
assistant is Miss Christene Sutherland, a graduate 
of the school, who took post-graduate work at 
Western Hospital, Toronto, and who is deeply in- 
terested in the success of the organization. 

“Ontario Hospital nurses are second to none,” 
said their proud superintendent in speaking of her 
class, and after a peep at their work we may well 
echo her sentiment. 

ee ae ee 

It is interesting to note that when Elbert Hub- 
bard wrote his “Little Journey to the Home of 
Dr. Maurice E. Bucke,” he proclaimed the Ontario 
Hospital for the Insane, at London, as the pioneer 
hospital on the American Continent, in which 
humanitarianism, mixed with kindness, good food 
and entertainment, had removed the shackles of 
restraint from the lives of those who as the result 
of disease, shock or other misfortune had lost their 
reason. 

More than forty years ago Hubbard pointed out, 
and that with no little surprise at the adventure, 
that straight-jackets, padded cells and restraint beds 
were practically unknown at the institution over 
which Dr. Bucke presided. 

The famous Roycrofter further spoke of the hos- 
pital’s beautiful grounds and farm lands. He told 
in detail about the dancing, theatricals, games, phy- 
sical exercises and other health-restoring recrea- 
tions provided for patients. He described the cases 
of violent lunatics who, brought into the peaceful 
surroundings at London, in a very short time be- 
came docile and industrious. The entire book of 
this particular “Little Journey” is, in fact, not only 
a review of progress in mental therapeutics up to 
that day, but actually a pean of gratitude for the 
fact that in London, Canada, there was an alienist 
so far ahead of his own times. 


Corbett-Cowley Donate Uniforms 


Messrs Corbett-Cowley, Limited, manufacturers . 
of hospital apparel, have announced that they 


will again this year donate to each and ev- 
ery hospital training school for nurses _ in 


Canada, one of their “Corley” Mercerized Pop- 
lin uniforms, as a prize to the nurse gradu- 
ating from the said training school, who, in the 
estimation of the Superintendent of Nurses is most 
qualified to receive this uniform. The qualifications 
to be considered are not necessarily the highest 
number of marks obtained by such nurse but whose 
efforts, devotion to duty, etc., entitles her to receive 
this prize. Certificates are now being sent to the 
training schools. 
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Surgeon on Hospital Staff Loses 
Suit For Fee 


“No doctor attached to the staff of the hospital 
has the right to charge a poor patient for an opera- 
tion performed in the hospital, as it is contrary to 
the principles on which the hospital was founded.” 
This statement was made by Dr. A. K. Haywood, 
medical superintendent of the Montreal General 
‘Hospital, in his evidence in a case which appeared 
before Mr. Justice Dorion in the Circuit Court. 

The case dates back to 1923, when a man named 
Spitzer, a presser ‘by trade, married, and the father 
of two children, and who is not in very robust 
health, applied to the out-door department of the 
hospital for treatment for his tonsils. He was ad- 
mitted to the public ward and one of the doctors, 
Dr. Gallagher, was assigned to look after him. He 
was operated upon, and had his tonsils removed, 
and after five or six days was discharged. 

About a year later, he was surprised at receiving 
a bill amounting to $50 from Dr. Gallagher for the 
operation. Spitzer did not feel that he should be 
called upon to pay this bill and consequently saw 
Dr. Gallagher, who still insisted that he pay the 
bill. 

A few months later, the bill not being paid, Dr. 
Gallagher took action for the recovery of the 
amount he claimed was owing, and the case finally 
reached the court. 

Dr. Hubert Hamilton, the doctor who assigned 
Gallagher, corroborated Dr. Haywood’s evidence. 


CANADIAN 
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Mr. Justice Dorion, after hearing the facts of the 
case, dismissed Dr. Gallagher’s action, with costs 
against him. 

L. A. Sperber appeared for the defendant, Dr. 
Gallagher being represented by Rene Chevert. 

Vancouver General Has Big Problem 

Vancouver—The General hospital, crowded to 
the doors and with not a single bed available even 
for surgical cases, must be extended to 1,400 or 
1,500 beds accommodation, at a cost of about 
$3,000,000, if it is adequately to serve ordinary re- 
quirements of Greater Vancouver, declared J. H. 
McVety, chairman of the hospital board, speaking 
at a luncheon of the health bureau of the board of 
trade in the Hotel Vancouver. 

He explained that both the Military Annex and 
the influenza building, with their accommodation 
for more than 400 patients, will have to be torn 
down in the near future, since both are wooden 
buildings, constructed for an emergency situation, 
and since condemned as unfit for the purpose to 
which they are being put. The same is true of 
the old infectious disease hospital, he said. 

Dr. F. C. Bell informed the bureau that private, 
semi-private, semi-public and public wards are filled 
to their capacity of 912 beds. 


be cherished. It is only through industry that there 
is any hope for individual development.—Calvin 
Coolidge. 
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Made in Canada 








| | Use “Wear-Ever” 


| 

The management of the hospital 
| equipped with “Wear-Ever” Alu- 
minum Kitchen Utensils 
tain of these advantages for the 
many years of service this equip- 


is cer- 


ment will give: 


A daily saving in fuel; better cooked, 
better flavored foods; a saving of re- 
tinning expense; absolute protection 
against metallic poisoning caused by 
food acids. 


Write for further particulars about 
the advantages of “Wear-Ever” for 
hospital kitchens. 


Aluminum Co. of Canada, Ltd. 











NEW ARLINGTON HOTEL 


TORONTO - - ONTARIO 


a 





Hot Springs National Park, completel 


with “Wear-Ever” Alanine Uteneils. 


y 
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WHOLESALE 
DEALERS 
IN 


POULTRY 
EGGS 
GAME 
FEATHERS 


Now Supplying 


Royal Victoria Hospital 

Montreal General Hospital 

Notre Dame Hospital 

Montreal Hospital for 
Incurables 

Western Hospital 


And Many Others 











“As the order 
reads”’=-- 


—if you want something a 
little ‘‘out of the ordinary’’ 
or if you say ‘“‘it must be 
so and so’’ you may rest 
assured that your request 
will be faithfully carried 
out. 


Here, with us, efficient service costs no 
more—in fact, LESS—as our Weekly 
Wholesale Price List will prove. Write 
for a copy. We can serve you—and 


** DISTANCE IS NO OBJECT’’ 


P. Poulin & Company, Limited 


Poulterers Since 1865 


36-39 Bonsecours Market 
Montreal : : : 














Sweeds Praise Surgeon Who Sings 
While Operating 


Stockholm’s famous singing surgeon, Dr. Samuel 
Hyibbinette, head of the Sabbatsberg Hospital, is 
receiving thousands of congratulatory messages on 
the occasion of his fiftieth birthday. 

Dr. Hybbinette has won several high prizes for 
his singing. Possessing a beautiful tenor voice, he 
sings operatic arias while visiting patients in the 
hospital, while they are being prepared for opera- 
tion and even when he is wielding the scalpel. 

He believes his songs help to banish fear of the 
ordeal under the knife, and that they also help in 
the patients’ recovery. That this belief is shared 
by many of his patients is evidenced by the flood 
of congratulatory messages he has received. 





Nurses to Qualify for Membership 


Montreal—Nurses of this province wishing to 
qualify for membership of the Association of Reg- 
istered Nurses for the Province of Quebec, will 
write their examinations in the first week of May 
at the University of Montreal and McGill Univer- 
sity—French-speaking nurses at the former and 
English-speaking at the latter. Only graduate 
nurses of approved hospitals are allowed to enter 
for the examination and names of candidates wish- 
ing to write have to be in the hands of the Reg- 
istrar of the Association by April Ist. 

The passing of the examination, which continues 
for one week, at the rate of one examination daily, 
gives a nurse the right to place “R.N.” after her 
name. 


Extensions This Year at Kamloops 


Kamloops, B.C.—This will be hospital extension 
year at Kamloops. At the annual meeting of the 
subscribers of the Royal Inland Hospital this de- 
cision was arrived at, as the time has come 
to increase the accomnfodation. Every availa- 
ble bed has been occupied and the wards 
have overflowed into the corridors. The di- 
rectors wish to take over the nurses’ home, which 
is part of the institution, and make it available for 
patients, building a new structure for the staff 
This would add extra accommodation for about 
twenty-five beds to the present total of about 110. 








We Invite Your Co-operation 


The publishers of the Canadian Hospital 
welcome contributions of news paragraphs, 
hospital reports and papers on any subject 
of interest to hospital executives, both 
administrative and nursing. 

Through your helpful co-operation only can 
the Canadian Hospital increase its useful- 
ness and value in the hospital field. 

Please address your communications to 
The Editor, The Canadian Hospital, 73 
Adelaide St. West, Toronto. ‘ 
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CLASSIFIED 
DE PARTMENT 


| CLASSIFIED RATES | 


Four cents a word each insertion. A discount of | 
10 per cent. allowed on orders for six or more inser- 
tions when payment is made in advance. 


| BUYERS’ DIRECTORY RATES 


$4.50 per month on 12 months’ order. 
$5.50 per month on 6 months’ order. 


CHANGE OF COPY 

| Advertisers desiring change of copy should see that 

| same reaches office of publication by 15th of month | 
preceding issue. 








Positions Open 
POSITIONS—Positions secured for superintendent of nurses, graduate 
nurses, technicians, dietitians and anesthetists, any place in the United 
States or Canada. If you are not satisfied or are looking for a position 
elsewhere, write us for particulars. Eastern Registry for —! 
Hartford, Conn. 


WANTED—Accredited graduate nurses, dietitians and technicians; posi- 
tions available in every section of the country; each eplicest given 
individual attention; send for registration form. Medical Bureau, 
Marshall Field Annex, Chicago. tf 


(a) NIGHT DUTY NURSES WANTED; 
State; $90, maintenance. (b) Night Supervisor, 























New York 


Supervisor, 


150-bed hospital, 
$95; Day 





$90; general duty nurses, $9); 85-bed hospital, 40 miles south of New 
York City. No. 906 Aznoe’s Central Registry for Nurses, 30 North 
Michigan, Chicago. 

(a) OPERATING ROOM NURSE, New York registered. (b) Anes- 


thetist, post-graduate training, 25-bed surgical hospital, Central States; 
$100, maintenance; take X-ray pictures, blood counts, urinalysis. (c) 
Superintendent of Southern hx »spital; 20 to 40 patients daily; $100 to 
$125. No. 907 Aznoe’s Central Kegistry for Nurses, 30 North Mi ichigan, 


Chicago. 





Positions Wanted 
WANTED-—Situation for accredited graduate nurses, technicians and 
dietitians; candidates available for every kind of position—from general 
duty nurse to hospital executive; references investigated always; services 
gratis to employers. Medical Bureau, Marshall Field Annex, Chicago. tf 





Used X-Ray Equipment 
WE HAVE IN STOCK, ready for immediate shipment, a quantity of 
slightly used X-Ray and Physiotherapy equipment. It has been thor- 
oughly overhauled in our own workshops and is in excellent condition. 
Write for a complete list with prices and full particulars. The Burke 
Electric and X-Ray Company, 490 Yonge Street, Toronto. ti 





Schools of Instruction 

WOMAN’S HOSPITAL IN THE STATE OF NEW YORK, West 110th 
St., New York City (155 gynecological beds, 50 obstetrical beds). 

Affiliations offered to accredited training schools for three months’ 
courses in obstetrics. 

POST-GRADUATE COURSES 

Six months in gynecology, obstetrics, operating room technic, clinics 
and ward management. Three months in obstetrics. Three months in 
operating room technic and management. Theoretical instruction by 
attending staff and resident instructor. Post-graduate students receive 
allowance of $15 monthly and full maintenance. 

Nurse-helpers employed on all wards. For further particulars address, 
Directress of Nurses. Woman’s Hospital. 4 





Miscellaneous 
BLANKEiS FOR HOSPITALS—“If it’s blankets, buy the Skelton 
Brand.” We specialize in hospital blankets and sell direct from the 
mills. Get better quality blankets at lower prices. Hundreds of pro- 
minent hospitals are our customers. Write for miniature samples and 
prices. Skelton Woollen Mills Company, 47 King St. West, Toronto. ti 


DIPLOMAS—ONE OR A THOUSAND-Illustrated circular B mailed 
on request. Ames & Rollinson, 206 Broadway, New York, N.Y. tf 








CLASS PINS—Write for our catalogue of class pins, rings, etc., for 
hospita: training schools. We make special designs on request. Trophy 
Craft, Limited, 12 King Street East, Toronto, Canada. tt 


BOOKS for hospital executives and nurses’ libraries at lowest prices 
may now be secured from our book department. If you need any 
particular book or books, write us and we will fill your order promptly. 
The Edwards Publishing Comipany, 73 Adelaide St. West, Toronto. tf 


KILLEZE Roach Exterminator means sure death to cockroaches, ants, 
water bugs and black beetles. It is a powder developed from a scientific 
formula, and you will find it more effective than any other preparation 
on the market. Five-lb. tin with gun, $4.50 prepaid. Write C. A. 
Cooch, 4 Rose Ave., Toronto. tf 


OFFICE FURNITURE—Desks, flat and roll top; chairs, filing cabinets, 
oe. etc. Capital Salvage Co., Limited, 107 Adelaide bier 
oronto. 


SEAMLESS RUBBER GL OVES—When you buy gloves, insist on seeing 
the trade mark “Sterling.” It is your guarantee that they are made 
by the largest producers of seamless rubber gloves in the British 
Empire. Sterling Rubber Company, Limited, Guelph, Ontario. 














CANADIA 


N 


HOSPITAL 


33 











| 
| 





Everything for Cleaning 
in the Hospital 


specialists in this field and are 


We 


are 


equipped to give you the most efficient 


service at the lowest 





Bo-Kay 
Liquid Soap 


In automatic soap dis- 
pensers—the sanitary and 
economical way to use 
Bo-Kay Liquid 
from pure 


soap. 
Soap is made 
cocoanut of and the best 
has 


quality glycerine, 


high detergent qualities, 


makes an excellent lather 
and is perfumed with our 
special lilac odor. 


A 











where best results are 
required. We have other 
cheaper grades—leaders at 
their various prices — all 
put up in 1 gal. to 50 gal. | 
containers. It will save | 
you money to get our | 
samples and prices. 
WRITE FOR CATALOGUE 


OF CLEANING APPLIANCES 


Soclean 


444 King 
TORONTO 


not 


especially 


possible prices, 


Bulldog 
Wringer Pail 


A big, husky pail, 
designed to stand up 
under rough treat- 
ment and give per- 
fect satisfaction. 
Very popular in hos- 
pitals, hotels and | 
all large buildings. | 
Made in 14 qt. and 

20 qt. sizes. 








Write for prices 











Crystal 
Floor Oil 


clear oil that will 
floors. It is 
recommended 


light, 
darken 


Limite 


St. West 
° CANADA 
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Province Plans New Building 
At Woodstock 


Hon. W. H. Price, Provincial treasurer, brought 
down in the Ontario Legislature on March 11th, 
supplementary estimates totalling $1,951,504. He 
announced that there would be further supplemen- 
tary estimates, but could not state the amount. 
Most of the amounts presented now are for admin- 
istration, but there are some new items made neces- 
sary by legislation recently adopted and by the 
decision of the government to enter new spheres of 
work. 


Among the items are: New building at the On- 
tario Hospital, Woodstock, $100,000; new building 
at Guelph to accommodate the criminally insane, 
$75,000; to purchase land and equipment for the 
home for boys at Bowmanville, $100,000; school 
of baking at Macdonald Hall, Guelph, $39,500; agri- 
cultural school at Ridgetown, $10,500; mining re- 
corder’s office, Red Lake, $7,500; new registry of- 
fice, Fort Frances, $20,000; new jail, Sudbury, $50,- 
000; grant to Ontario Building, Canadian National 
Exhibition, $50,000; additional amount, mothers’ 
allowances, $50,000; grant to Ontario Safety 
League, $15,000; salaries to boys’ home at Bow- 
manville, $40,000; instruction for grading dairy 
products, $20,000; operation of farm for reception, 
training and distribution of boys from overseas 
as farm apprentices, $10,000. 








AND NOW— 


KiLLE ZE 


The most effective exterminator of 
Roaches, Red Ants and 
Black Beetles 
Used by leading Hotels, Restaurants, Hospitals, 


Bakeries, etc., for the effective control and exter- 
mination of these pests. 


All goods shipped promptly—prepaid 
Your Money Back If Not as Represented 


Buy Now! 
Cy ten Pie a: | koe... nee ep ae Oe $4.50 
0G Oe tS oo eka eae $11.56 
+o GS | ET Rane eR $17.25 


Handy Metal Powder Gun with every order for 
ease in applying. 


Prepared and Distributed only by 


C, A. COOCH 


Dept. H., 46 Rose Ave, TORONTO 5, ONT. 
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Gendron’s 


Invalid Chairs 


“The Standard for Years”’ 


40 years’ of experience in 
the making of Invalid 
Chairs ‘has taught us how to 
manufacture chairs of the 
very highest grade in which 
are incorporated _ special 
features to be found in 
Gendrons exclusively. 





Made in Canada 


Write for Catalogue 
Gendron Manufacturing Co., Limited 























125-141 Duchess St., Toronto 
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THE HOSPITAL BUYERS’ DIRECTORY 


A Convenient Reference of Equipment, Supplies and Service 














The Burke Electric & X-Ray Co. 


X-RAY ENGINEERS 


Complete X-Ray and Physio-Therapy Installa- 
tions, Maintenance Service 


Special Equipment Made to Order 
Kelley-Koett X-Ray Apparatus 


490 Yonge Street - - Toronto, Canada 





Real Fire Protection 
Is Assured By 


MONTGOMERY 
HOSE REELS 


Easy to Install—Simple to Operate 
Write for Particulars 
B. H. MONTGOMERY HOSE REEL CO. 
75 Dundas St. E. . - TORONTO 





























“If It?s Blankets, Buy The Skelton Brand’’ 


SKELTON 
BLANKETS tower cost., We supply hun- 


Write for Complete Set of Minia- 
ture Samples with Prices Attached 


Skelton Woollen Mills Company 


47 KING STREET WEST - - TORONTO 


We specialize in hospital blankets 
and sell direct from the mills. 
You get better quality blankets 




















Everything in Rubber 


Rubber Sheeting, Catheters, Rectual Tubes, Breast 
Pumps, Water Bottles, Atomizers, Air Mattresses, 
Crutch Tips, Ice Collars, Invalid Rings, Etc. 


May we send you quotations on any of the 
above lines you may require? 


THE ONTARIO RUBBER CO., LIMITED 
44 Yonge St. TORONTO, ONT. 


























We make and supply the new 
standard systems and equip- 
ment for Hospital Record 
Keeping. Samples and com- 
plete information on request. 


System Service Department 


% MEFICE SPECIALTYMEG.@. 


97 Wellington St. W., TORONTO 














** MONOGRAM ”’ 


Reed Furniture 


1 For Hospitals 
Chairs, Settees, Tables, Ferneries, 
etc., of finest quality at lowest prices 
Write for Particulars 


H. R. ors 


MANUFACTURER 
4 Irwin Ave. 





Toronto 


























BRONZE “= segirntots 


Ward Plates—Directory Boards and Eng + ot oma Signs 
—Bronze Standard and Bracket Lamps, etc. 

Hospitals We Have Supplied: 
St. Thomas War Memorial Hospital, St. iomas, Ont.; London 
War Memorial Hospital for Children, London, Ont.; Alexandra 
Picton, Ont., Muskoka Hospital Tablet to Sir Wm. Gage, and 
Picton, Ont.; Norfolk County Hospital, Simcoe, Ont.; Muskoka 
Hospital Tablet to Sir Wm. Gage, and others. 


Write Us for Prices and Suggestive Sketches 
J. G. Tickell & Hons 
Art B Founders 


ronze 
560 KING ST. W. (Ad. 4062) TORONTO, ONT. 


Diack Contts 


—for— 
STERILIZATION 
Accepted the world over as 
a needed safety measure 


A. W. DIACK 


5533 Woodward Ave. 








DETROIT, Mich. 


| 

















CANADIAN LABORATORY SUPPLIES 
LIMITED 


Canada’s Leading Laboratory x 
Supply House macs 


Headquarters in Canada for Laboratory Apparatus 
and Chemical Reagents 


437-439 King Street West - Toronto 2, Ont. 


me ae 
CANLADB 











White X-Ray and Surgical 


Supply Co. 
80 Richmond St. East, Toronto. 
AGENTS FOR 


X-Ray Equipment—Acme-International Cor., Chicago, 
X-Ray Films—Eastman Kodak Company, Toronto, 
ee Screens—French Screen Co., Detroit, 
Ligatures and Sutures—Jaeger-Bigelow Co., Boston, 
Surgical Dressings and Supplies— 

Atlantic Surgical Cotton Co., New York 


Main 5285 





























Please refer to THE CANADIAN HOSPITAL when writing. 














—at Dawn 


Hospital Specialties 


Imperial Oil Limited manufactures and markets a 
complete line of Petroleum ‘Hospital Specialties’’. 
Through unequalled facilities and equipment, you 
are assured highest quality, absolute uniformity 
combined with lowest price and quick delivery 
from an Imperial Oil Limited warehouse near you. 


Imperial Floor Dressing 


Not an ordinary floor oil, but an odorless, 
germicidal preservative. Closes the pores 
of the wood, eliminates checking and splin- 
tering. It does not make floors sticky, nor 
track under traffic. Easily applied with 
mop or sprayer. Best results with an 
Imperial Floor Oiler—which insures even, 
economical distribution. One application 
lasts for months. 


Medicinal White Petrolatums 


Imperial Superla White Petrolatum is 
the highest grade Medicinal White Petrola- 
tum made. It is pure white, odorless, taste- 
less and guaranteed not to contain any dele- 
terious or harmful substances. Sold in any 
quantity from tins to barrel sizes. We have 
also a full line of other grades of Petrola- 
tums ranging in color and quality from 
Pure White to Dark Amber. 


Imperial Plant Lubricating Oils 


Imperial Oil Limited offers you a very 
comprehensive line of lubricating oils. pro- 
perly graded for promoting maximum effi- 
ciency in all kinds. of plant equipment. In 
addition, our lubrication experts will be 
pleased to study and advise on all matters 
pertaining to correct lubrication. 


Imperial Ioco Liquid Gloss 


An excellent polish for furniture and 
woodwork of all kinds. Keeps it spotlessly 
clean, renews the original lustre. Properly 
applied, Imperial Ioco Liquid Gloss leaves 
a clean dry polished surface. Pour a few 
drops on a damp cloth and rub thoroughly 
over the surface. Then polish with a soft 
cloth. A little goes a long way. 


Medicinal White Mineral Oils 


Two grades of Medicinal White Mineral 
Oils (Liquid Paraffin), Stanolax Medium 
(S.G. .870, .873), and Stanolax Heavy (S.G. 
.887, .895), meeting the most exacting speci- 
fications of the U.S.P. and Br.P. for Paraf- 
finum Liquidum. Sold in specially prepared 
Medicinal Iron Drums, 4-Gallon, 2-Gallon 
and 1-Gallon Cans. Also Technical Oils 
for purposes where a purely medicinal qual- 
ity is not required. 


Imperial Fuel Oils 


The high standard of manufacture and the 
quality crudes from which they are refined 
insure excellent results from Imperial Fuel 
Oils. Imperial Royalite Coal Oil—the 
choicest of light fuel oils—is clean burning 
and reliable. Our engineers will gladly ad- 
vise regarding your oil heating plant. 


If you are not already familiar with any of the above Imperial 
Hospital Specialties, a representative will gladly call to give you 


particulars, prices and samples. 


Write our nearest office. 


IMPERIAL OIL LIMITED 


Branches Throughout Canada 





























